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ON THE PERIOD OF THE SOLAR SPOTS. 
By Simon N e w c o m b . 

In discussing periodic phenomena in which the times of recur- 
rence of a given phase are subject to irregularities two hypothe- 
ses may be made. One is that underlying the periodic phenomena 
which we observe, there is a primary cause going through a per- 
fectly uniform period; but that, on the action of this cause are 
superseded irregular actions which may delay or accelerate the 
occurrence of a phase without affecting the primary cause. 
When this is the case we shall have a series of perfectly equidis- 
tant normal epochs for the recurrences of the same phase, and 
the observed deviations from these epochs will be in the nature 
of separate and independent accidental errors. That is to say, 
if Pbe the true value of the normal period then, at the end of ;/ 
periods, however great n may be, the time of occurrence of the 
phase will differ from n P only by a small quantity ±e indicating 
the irregularity in the general mean. This value of e will be the 
same, no matter how great n may be. 

As an example of this we may take the hypothesis that the 
variations in the solar spots are due to the action of some planet, 
say Jupiter, which acts differently in different parts of its orbit, 

I 



2 SIMON NEWCOMB 

but always produces the same action when it returns to the same 
point. Then the normal phase of the solar spots would always 
be that corresponding to the longitude of the planet, and the 
deviations from this phase would be in the nature of accidental 
irregularities. 

The other hypothesis is that, while there is still a certain 
normal mean period, this period is nevertheless subject to change 
in such a way that, if a phase is once accelerated, the advance thus 
produced will go on indefinitely into all subsequent phases. For 
example, if the maximum of spot activity indicates a state of 
things leading in a regular way to a following minimum, then, if 
this maximum is accelerated, the occurrence of the minimum 
would be equally accelerated. These accidental accelerations or 
retardations being supposed purely accidental would follow the 
law of accidental error; that is to say, if ±e be the probable 
acceleration or retardation in a single period, then, at the end 
of // periods the probable deviation from the normal would be 
±e X \ n • As n increased there would be no limit to the pos- 
sible deviation of the phase. 

In deciding which of these two hypotheses applies to a given 
case we are met with the difficulty that we cannot determine the 
normal period except by the observations themselves. Con- 
sequently, although at the end of // periods the phase should be 
accelerated or retarded by any amount, we should be obliged, in 
determining the mean j^eriod, to divide the excess or deficiency 
among all the periods so that, a])j)arently, we should fail to get 
evidence of the accumulation. But [)robable evidence would 
still be obtainable if the number of consecutive periods observed 
was great. We might then divide the whole period of observation 
into a certain number, say two or three, of ecjual parts. If n be 
the number of periods in each of these parts, then each part 
would |)robably differ from the normal length by the mean 
amount ih « 1 n. These variations being (juite independent of 
each other, the probable differences between the accumulated 
errors of any two j)arts would be — c 1 2// . 

If, in any special case, a difference between the accumulated 
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lengths was found exceeding the probable deviations, we should 
have strong evidence that the period was of the second class. 
In the contrary case the evidence would be more or less prob- 
able according to the number of periods, but never quite conclu- 
sive. 

Maxima and minima of solar spots have been derived by 
Wolf with more or less certainty through about twenty-five full 
periods. It seems possible to decide whether or not there is a 
normal period underlying the changes of activity which they 
exhibit. 

The method of determining a period of a varying phenom- 
enon from the observed phases is worthy of consideration. A 
plausible method frequently applied is this : some definable 
phase is seen to occur at the n epochs /j, /,, . . . /„. Then, the 
observed periods will he t^ — i^\ t^ — t^\ . . . . /„ — /„_i . It is com- 
mon to take the mean of these periods as the normal period to 
be derived from the observations. But we readily sec that the 
sum of all these periods is nothing but /„ — /,; that is to say, the 
mean which we get is nothing more than the extreme time 
divided by the number of periods. Thus we completely ignore the 
periods which might be derived from all the intermediate obser- 
vations. It is clear enough that these intermediate periods are 
worthy of consideration. If, for example, there were twenty 
recurrences, the result following from the interval between the 
second and the nineteenth would fall little short in accuracy 
from the comparison of the first and twentieth. In fact, the 
several values of the period, 

19 ' 17 

would be so many independent determinations of continually 
diminishing weight, of which all but the first are ignored in the 
method in question. 

If the determinations of the epochs were all of equal weii^ht 
the best result would be obtained by the weighted mean of the 
several determinations thus found. But the i;cneral method is 
to proceed by a least square solution which shall gi\'e an 
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equidistant set of times differing as little as possible from the 
observed times. 

In applying this method to the determination of the period 
of the solar spots I shall depend mainly upon the epochs derived 
by Rudolf Wolf so far as they go. The results of his investiga- 
tions up to 1872 are found in his Ha?idbuch der Mathematik, etc., 
Zurich, 1872, Vol. II, page 296, etc. His researches in detail 
are found scattered through his Astronomische Mitthcilu?ige?i. For 
more recent phases and for the correction of one or two of Dr. 
Wolf's last phases, I have depended upon the Greenwich obser- 
vations. Since 1874 photographs of the Sun have been taken 
regularly at Greenwich and at some points in India and Mauri- 
tius. These are carefully measured on a uniform plan, and the 
results published in the annual volumes of Greenwich observa- 
tions. In this way the mean daily spot-area of the Sun is given 
from month to month and year to year, with a multitude of 
details useful in investigating the question of their behavior. 
Thus we have in all a series of twenty-six observed maxima, 
extending from 161 5 to 1893, and an equal number of minima, 
from 16 10 to 1889. 

I have not, however, depended entirely on these. In cases 
where a continuous series of observations are available, maxima 
and minima are not the phases which can be determined with the 
greatest precision. I have therefore included what we may call 
half-tide phases, increasing and decreasing. The epochs of these 
phases I have determined in the following way : We have at 
hand, from year to \'ear, annual numbers expressive of the mean 
spot activity in each year. In the case of the Greenwich obser- 
vations this is simply the mean daily spot area. In the case of 
the older observations it is something a little different, depend- 
ing largely on the number of spots, but it is not to be expected 
that there will be any great differences between the two meas- 
ures of activity. Half the sum of the numbers corresponding to 
the year of minimum and the following maximum, or vice versa, 
gives the number corres]:)onding to a certain mid-j)hase. From 
the annual numbers, assumed to corres[)ond to the middle of each 
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year, is found a time corresponding to this mid-phase. Such a 
time would, from the nature of the variation, be subject to less 
uncertainty than the time of a maximum or minimum. In form- 
ing these mid-phases I use the numbers of Dr. Wolf so far as 
they are found in his Mittheilungen and in the spot areas derived 
at Greenwich. 

In the case of any one phase our method of proceeding is 
now this: We assume a certain epoch, as near as possible to one 
of the phases, and a certain provisional period. With this pro- 
visional epoch and period we form an arithmetical series express- 
ing the provisional times at which the phase would occur were 
the assumed epoch and period correct. Each observed epoch 
gives rise to an equation of condition of the form 

in which x is the correction to the assumed zero phase, y the 
correction to the length of the period, and A/ the discrepancy 
between the observed and computed epochs. The least square 
solution of the equations thus formed gives the concluded results 
from each series of epochs. 

The question of the relative weights to be assigned to the 
observed phases is a difficult one. In the observed time of a 
phase two classes of errors enter. One is that of the observa- 
tions themselves, the other the irregularities of the actual phase. 
In the case of the Greenwich results the former error is almost 
evanescent. The magnitude of the latter or real irregularity is 
shown by the fact that the epoch of niaxinuiin or miniinuin niay 
be a year different for the two solar hcuiisphcrcs. As an 
example of this, extreme cases occurred in the years preceding 
and following the maximum of 1883 and the iiiininuini of iSSg 
The actual mean irregularity in the best determined |)hase would 
seem to be at least 0^.4, perhaps o''.5. On this actual irrc<^ni- 
larity is superposed the uncertainty rising from the irregularity 
of the observations. This last is such that Dr. Wolf sometimes 
assigns a probable error as great as two years to the times of a 
phase derived from the obseryations. In assigning weights, 
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however, I do not deem it advisable to use so great a difference 
as would be indicated by these probable errors. 

A preliminary solution was first made of each of the four 
phases, from which it would be inferred that the normal period 
was quite near to 11.13 years. This period, however, and the 
epochs derived in connection with it were considered only as 
provisional values to be corrected by a definitive solution. The 
deviations are, however, of such a nature that they may be 
regarded as accidental errors. In order to save space I omit this 
preliminary solution as well as the numbers not necessary to 
judge the results. The actual numbers on which my conclusions 
are based are presented as follows, in order that the method 
of derivation may be most easily seen. 

In the first column is given an equidistant series of computed 
epochs for each of the four phases, maximum, minimum, mid- 
phase rising and mid-phase falling. 

In the column following is given the observed epoch of the 
phase. 

Next follows the weight assigned to this determination. In 
the case of the older observations this weight was frenerally the 
same as that of the preliminary solution. The comparison of 
the latter with observation showed, however, that the modern 
observations were entitled to a relative weight nearly double 
that assigned to them \\\ the first solution. Their weights were, 
therefore, increased. 

The next column gives the observed corrections to the com- 
puted j)hase, which is, in fact, merely the difference of the first 
two columns. Next we have in column b the number of the 
period from an epoch tpiite near the weighted mean of all the 
e|)ochs, divided by ten. 

A few remarkable deviations demand attention. It would 
seem that during the decade 1670-16S0 there was a considerable 
retardation in the phases. This might be taken to indicate that 
the second hvpothesis was the correct one, and that the actual 
])eriod was subject to acceleration and retardation. But we find 
that, during the two following decaeles, this seeming retardation 
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was lost. More remarkable yet is the acceleration about 1790, 
which, it will be seen, seems to affect all the phases. But, 
again, during the following two or three decades, this accelera- 
tion is changed into a retardation. I was at first disposed to 
think that these perturbations of the period might be real, but, 
on more mature consideration, I think they are to be regarded 
as errors rising from the imperfection of the record. The deriva- 
tion of any exact epoch requires a fairly continuous series of 
observations made on a uniform plan. If we compare and com- 
bine the results of observations made in any irregular or sporadic 
way it may well be that the actual changes are masked by the 
apparent changes due only to these imperfections. 

A curious case of this is afforded by a comparison of Carring- 
ton's results with the contemporaneous observations of Schwabe. 
During the years 1 856-1 859, which immediately followed a 
minimum, the number of new groups noted by each observer 
was nearly the same as we should expect, but, as the maximum 
approached, Carrington had decidedly more groups than Schwabe. 

On this consideration was based the great disparity of weights 
which were finally assigned to the several observed phases. 

A curious anomaly is the preponderance of positive correc- 
tions given by nearly all the maxima from the beginning to 1 760. 
For this reason the period as it comes out from the maxima is 
smaller than that from the other phases. The fact appears to be 
that, while modern observations show that the maximum follows 
the minimum bv less than f\vc years, and between six and sc\'cn 
years are required to ai^ain fall to the niinimiini, the older obser- 
vations seem to place the two phases nearly equidistant.. 1 
rci^ard this onlv as resulting fruni the accidental errors of the 
observations, as \vc can scarcely suppose a change in the law of 
variaticjn to have occurred. 

In the first of the definitive solutions I include the. remark- 
ablv discordant ejjochs about i jSo-i 790, on the ground that [)re- 
vious observations mi^iit well have been affected with the same 
kind of an error arising from the imperfect continuity of the 
record. With the weights as assigned we have the following 
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normal equations and solutions ior y. Here €, is the mean error 
for weight I as derived from the residual values of «, and € is 
the mean error of the value oi y. 

MAXIMA. 

— 15 + 106 -= — 30 .7 

Solution : ^ t= — 0-^.297 dr o''.43. 

MINIMA. 

185^+ ?>'=-+ 16^.7 , _^2->o 

7 +83 -+23.7 ' - ' ' 

Solution : ^= + o''.220zt o''.3i. 

MID-PHASE RISING. 

i25Jf+i3j=3 + 40^.0 _^ ,, 

13 + 9 =+ 7-4 ■ '- "'■ 

Solution : y=^ -\- 0*^.42 dz 0^.9 1 . 

MID-PHASE FALLING. 

96.0JC + 6.6-^^-- - 1-^.8 
6.6 +9.3 == + .3 ''^ - ' •'• 
Solution : y ^= -\- o '.05 ^:i o '.92. 

Applying y--r 10 as a correction to the provisional value 
11^. 13 of /'we have the following four results and combination : 

Maxima /^ = 1 1 ■^■. 100 zt o '.043 

Minima . - - - - n .152 ^r .031 

Mid-phase R. - - - - 11 .172 d= .0(;i 

Mid-phase F. - - - - 11 .135 rb .()';2 

Mean period - - - - 11 .136 dr .023 (A) 

The striking abnormality of the phases between 1781 and 
1792 is shown by the fact that thcv contribute about one third 
of the whole sum of the scjuares of the errors. We are there- 
fore justified in at least undertaking a solution in which these 
discordant epochs, one for each ])hase, are dropped out. When 
this is done the equations of condition and solution will be : 

Maxima 2i7.r— 13.31'- -|- ^7.0 

, ' ^ €, ^ 1^: 3-''^- 

13 + 105-3 --- — 3^^5 

Result : jj =r — 0.354 ± 0.37. 
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Minima 180.0^-4- 7.8j' = + 29.2 



€, ^= d_ 2.2. 
7.8 + 83.0 = + 19.8 

Result : ^ = -)- 0.223 — 0.24. 
Mid-phase R. 124.0A + i3.7j':=4- 45.0 

13.7 + 8.8 =+ 4-9 ''""-^•'• 
Result : V =^ — 0.013 ~ 0.80. 
Mid-phase F. 94.o.r -|- 7.8^' ^= + 4-8 _ 

7.8 4-8.6 --3-7 ''"-'■5- 
Result : y ^= — 0.512 dr 0.89. 
We therefore have 

From Maxima - - - - /^ = 11-^.095 rt= 0-\037 
From Minima - - - - 11 .152 i!z .024 

From Mid-phase R. - - - 11 .129 zb .080 

From Mid-])hase F. - - - 11 .079112 .089 

Mean 11 .132 zb .018 (B) 

The difference between the two results A and B is much less 
than the probable error of either. It is not therefore necessary, 
in order to fix the period, that we should decide between tlicm. 
Omitting useless decimals we conclude that the normal period 
of the solar spots is 

P ^ l\-\lT, ±i 0'.02 

Rise from minimum to maximum 4 .62 

Fall froui maximum to miniu)um 6 .51 

We mav now consider the important question whether there 
is any c\idence of an accumulation of accidental irregularities 
in the course of the successive cycles. One way of doing this 
would be to find the mean period separately for the first half of 
the series, and the second half. But then the result would 
depend almost entirely on the retention or omission of the 
abnormal residuals. I therefore divide the whole period of 
observation into three parts, the first extending from 16 10 to 
1720, the seccjnd from 1720 to 1820, and the third from 1820 to 
the j^resent time. Taking the weighted mean residuals for each 
of these periods, and including all the ei)ochs, we find the mean 
deviations to be 

From Maxima P'rom Minima 

1st period . . . . . 4-i-\2 -|-o^.l 

2(1 j»eti()(l - - - - - — o .9 — o .8 

3cl period ! o .1 + o .2 
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It would thus appear that near the mid-epoch there was an appa- 
rent systematic acceleration amounting to somewhat more than 
a year. But this conclusion rests on the hypothesis that there 
is nothing abnormal in the great residuals. If we exclude those 
between 1775 and 1790, in which the evidence of abnormality 
is so strong, the deviations of the middle period will be : 
Maxima + 0-^.3 ; Minima — 0-^.1. 

The deviation from uniformity is now reduced to 0^.3, a 
quantity markedly less than the probable variation of a single 
period. If each period were subject independently to an acci- 
dental error liable to accumulate, the deviation at the mid-epoch 
would be between 1.5 and 2 years. Were this the case a more 
systematic character would be seen in the residuals for the mid- 
dle period. The contrast between the sudden deviations in the 
residuals of the doubtful period and the small ones of the recent 
well observed epochs make it almost certain that the errors 
between 1770 and 1800 are due to imperfections of the 
record. I therefore consider the most probable conclusion to 
be that there is no accumulation of accidental errors in the 
course of successive cycles, and that the first of the two hypotli- 
eses set forth in the beginning is the correct one. If during 
each short period, say one year, the progress of a cycle was 
measured by the apparent spot activity of the time, there would 
be an accumulation of the kind we have been looking for. Our 
final conclusion is therefore this : 

Underlying the periodic variations of spot activity tJicre is a uni- 
form cycle, unchanging from time to time and dctcrminifig the genera/ 
mean of the activity. 

Whether the cause of this cycle is to be souglit in something 
external to the Sun, or within it; whether, in fact, it is in the 
nature of a cycle of variations within tlic Sun, we have, at pres- 
ent, no way of deciding. 

It would seem from what precedes that a revision of the con- 
clusions to be drawn from the observations of Sun-sj)ots during 
the interval of 1 775-1 790 is very desirable. 

The preceding conclusions rest u[)on a discussion of four 



12 SIMON NEWCOMB 

separate phases, expressing the entire general degree of spot 
activity. The question miy arise whether the singular change 
which takes place in the distribution of the spots in latitude at 
the time of minimum may n')t give a more definite series of 
epochs than those of the phases we have considered. The best 
defined of these additional epochs seems to be that at which, 
about the time of a minimum, spots begin to show themselves in 
very high latitudes. I find that we can regard this phenomenon 
as a fairly well-defined one, the mean epoch of, we may say, 
the first four spots being taken. A comparison of these phases 
shows, however, that they are even less equidistant than the 
epochs of minimum. I find the following dates to be thus 
defined : 



First spot 


Mean of first four 


1856.4 


1856.6 


1867.2 


1867.3 


1879.3 


1879.5 


1889.0 


1889.4 



The conclusion seems to be that here the phenomenal phase 
which we observe is not definitely and invariably connected 
with the exact cycle of change, the existence of which "we 
have shown to be so probable. It may, indeed, well happen 
that the tninimuni which is derived from a series of phe- 
nomena extending over two or three vears will be better con- 
nected with tlu- cx'clc than with a sin^ie phenomenon like that 
in (jucstion. 

I have remarked that the e|)ochs of a phase derived inde- 
pendently from the spot activitv in the northern and southern 
solar hcinisj)hcrcs separately may differ by a year from each 
other. It was remarked by S[)orcr that the phases in the 
southern hemisphere preceded those in the northern. A mere 
glance at the Greenwich numbers, however, will show that 
this is not a general rule for at least the maximum and 
minimum. I have endeavored to settle this question by 
deriving the epochs of mid-phase raisin u^ and falling, in a rough 
way, from the two hcuiisphcics se[)aiMleiy. The results are as 
follows : 



North 


South 


N-S 


1859.2 


1858. 1 


+ I.I 


62.5 


62.7 


— 0.2 


69.4 


69.2 


+0.2 


73.2 


73.5 


-0.3 


80.5 


82.1 


-1.6 


85.7 


85.9 


—0.2 


91.2 


91-3 


— 0.1 
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Rising phase 

Falling " 

Rising " 

Falling " 

Rising " 

Falling " 

Rising " 

Mean -------- — 0.16 

It will be seen that this very small mean difference arises 
from the large difference in the rising phase 1 880-1 882. There 
seems to have been an abnormal delay in the increase of the 
spotttidness of the southern hemisphere during the years 1880- 
188 1. Our general conclusion is, therefore, that there is no sys- 
tematic difference between the phases on the two hemispheres, 
but that those of each hemisphere are separately subject to 
considerable irregularities. 

Sporer has also pointed out that the spottcdness of the south- 
ern hemisphere was, from observations of Carrington and himself, 
greater than that of the northern. This is shown to be the case in 
a yet greater degree by the more recent Greenwich observations. 
We now have four cycles through which a comparison may be 
made. For the two cycles from 1856 to 1877 I have used 
Sporer's numbers expressing the frequency of spots ; from 1878 
onward I use the Greenwich mean daily areas. The sum total 
for the two hemispheres is as follows : 

North South 

18561066 - - - 3442 3680 

67 to 77 - . 3247 3698 

78 to 88 - - - 2479 3434 

89 to 98 - - 3198 3908 

The difference is several times larger than the probable 
accumulation of accidental irregularities and shows with fair con- 
clusiveness that, for at least four cycles, the sj)ottcdncss of the 
southern hemisphere has been one fifth greater than that of the 
northern. Whether this is a permanent feature of solar activity 
is an interesting question which only the future can decide. 



S-N 


Authority 


23« 


Sjxher 


451 


sporer 


955 


Gieeiiwich 


710 


Greenwich 
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For convenient reference we ^ive the epochs of some maxima 
and minima derived from the concluded theory : 



Maxima 


Minima 


1871.52 


1878.03 


1882.65 


1889.16 


1893.78 


1900.29 


1904.91 


I9II.42 


1916.04 


1922.55 


1927.17 


1933.^^8 



ON AN APPARATUS FOR THE LABORATORY DEM- 
ONSTRATION OF THE DOPPLER-FIZEAU PRIN- 
CIPLE. 

By A. B ^ L O P O L S K Y . 

An apparatus for this purpose was suggested by me in the 
year 1894,' and since then I have made numerous attempts to 
construct it. Thanks to a grant of three hundred dollars which 

1 received early in 1898 from the *' Elizabeth Thompson Science 
Fund," I have succeeded in my attempts this year. The other 
necessities, such as the spectroscopic apparatus, the electric 
current, etc., were supplied me by the Pulkowa Observatory. I 
express here my thanks to both of these scientific institutions. 

The principle of the apparatus is as follows : If a source of 
light is reflected in two nearly parallel mirrors^ the distance 5 
of the nth reflection from the source itself may be expressed as 

where // is the distance from the source to a plane midway 
between the two mirrors, /is the distance of the imai^^c from the 
same plane after « reflections, and x is the distance between the 
two mirrors. If we differentiate this exj)ressioii accordinij;" to 
/ we obtain 

- 2n - . 
lit lit 

~ is the velocity of the mirror. We sec that althouiih . mav 
at '' ' lit • 

itself attain no very large value, -j- will be 2// times larger. If 

the mirror had, for instance, a velocity of 50 meters per second, 
its image after ten reflections would move with a veh^city of 

2 X 10 X 50=1000 meters per second. 

We can also show that the wave-lcn<^th of a homogeneous 
beam of light after ;/ reflections from j)lane, moving mirrors 

» Mem, Spettr. Ital., 23 ; A. A'., No. 3267. 
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alters according to the direction of the motion.* We obtain the 
following expression for the wave-length X after one reflection 
from a moving mirror : 

X, =-Xo(i± — COSl/r), 

where \^ is the normal wave-length, v the velocity of the mir- 
ror, F the velocity of light, ^ the angle between the direction of 
motion of the mirror and the normal to its surface. If the 
beam is successively reflected from several mirrors, we shall 
obtain the following wave-lengths, provided that all the mirrors 
have the same velocity and that -^ is constant : 

2?-' 

After the ist reflection, X, =Xo (i± — cos \\i) . 
After the 2d reflection, X^ = X, (i ± — cos ij/) . 

27' 

After the //th reflection, X„ = X^., (i ib -r^ cos «/') . 
Hence we obtain, with sufficient approximation, 

2//V 

X„=X, (i± ^y^ cos ij/) . 

The sign depends upon the direction of v. With a large enough 
value of w, \ — X^ will have an appreciable value, even if z' 
remains comparatively small. 

The apparatus must therefore move at least two mirrors as 
rapidly as possible in opposite directions. In its simplest con- 
struction it would consist of two wheels, like those of a water 
wheel, each rotating rapidly and carrying several mirrors. The 
axes of the wheels are so connected by gears that each pair of 
mirrors will come into a position near to parallelism at the same 
time. The wheels are of aluminum, of 250 mm diameter, and 
each carries eight silvered mirrors of size 20 X 105 X 3 mm. The 
mirrors are so regulated by five adjusting screws that a beam 
falls u|)on the slit of a powerful spectrograj)h after n reflections 
by all of the eight pairs. The support of the wheels is of cast 
iron and weighs 175 pounds. Each wheel is placed on the 

* Kk I rr.l.KK, Astrofiofnisi /w Undulatiofi^ihtorie. 
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common shaft between two electric motors, of which there are 
four in all. With 50 volts and from 1.5 to 2 amperes per motor, 
they should make 6000 revolutions per minute. Two rheostats 
are used to introduce gradually the current from the storage 
batteries, and two switches, one for each pair of motors, permit 
a change in the direction of rotation as desired. 

The shafts of the motors are nearly parallel, but displaced 
somewhat sidewise in order to make room for the beam before 
incidence and after repeated reflections. The apparatus is 
mounted upon a very solid wooden table A rather poor hcli- 
ostat reflects the sunlight upon a slit 10 X 20 mm in front of 
the apparatus. 

It soon appeared that the brightness of a beam undergoing 
repeated reflections falls off very much, and a spectrograph of 
large light-power is necessary for the production of spectro- 
grams when moving mirrors are used. For this I enn)loyed 
three compound prisms, set at minimum deviation for \ 433, a 
collimator of 1.5 meters focus, and a camera of 1.75 meters, 
both in wooden mountings, the prism-box being of steel, how- 
ever. The whole spectrograph rests upon four long wooden 
screws with lock-nuts. The stability of the apparatus is increased 
by weights, in all amounting to some 280 poiuuls, which arc 
placed at different points upon the spectrogra|)h. 

The slit is at a distance of about a meter from the mirror 
which reflects the light last; and either half of the slit may be 
employed in turn by means of a device placed directly in front 
of the slit. A cylindrical condenser is introduced between this 
device and the apparatus. The slit is observed by the light 
reflected from the first surface of the first j)risni. A cliaphragm 
is [:)laced closely over the collimator objectixe in order to see 
that the rays pass through the objective centrally. 

Directly in front of the plate are twc; slides, mo\able from 
outside, which permit the exposure of any desired portion of the 
plate, so that the central part of the plate can be covered up and 
the edges exposed to the light, or the reverse. The j)late-holder 
can be pressed into position by a screw, and has \\ strong spring. 
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With this arrangement the experiment may be made as fol- 
lows : 

I. [(i) One half of the slit open, say the upper half; mirror at 
rest; central part of plate exposed. 
(^) Central part of plate covered, edges uncovered; mirror 
moving in one direction. Expose. 
II. (r) The other half of the slit is now opened, while the first 
is covered ; central part of plate covered, edges free ; 
exposure made with mirrors rotating in the opposite 
direction. 
(^) iMirrors at rest; central part of plate free; edges cov- 
ered. Expose. 
In this way we obtain upon a single plate the following 
spectra : Two spectra at the center of the plate, one above the 



I 



other, from mirrors at rest, to check the stability of all parts of 
the a|)paratus during the exj)erinient ; four spectra, two on each 
side of the central part, which should exhibit the displacements 
of the lines, two giving a displacement toward red, and two that 
toward violet. 

The figure gives a schematic representation of the spectra 
obtained, the letters indicating the order of the s[)ectra. a and 
d are the spectra for control of the stabilitv ; /; and c the dis- 
j)laced spectra; hence the plate shows a double dis[)lacement of 
the lines. 

The rei^non of spectrum troni X4 ^S to 4 30/x/a was employed, 
as the violet region was \erv faint in the rellected light (since 
the sih'ering of the mirrors traiisniils the N^iolet rays). The 
lines found on the plate ser\e to compute the coefficient K for 
con\'(M'ting the luc.isured (lispl.iceni'MUs into kilometers per 
second. 
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To show that the dispersion alters very little on different 
plates, I give the measured distance in revolutions of the 
micrometer between the two lines \4456.24 and X 4425.63, viz., 
January 27, 33.849 rev.; July 5, 33-877 rev.; August 9, 33.867 
rev. 

For these plates the following values of the coefficient K for 
\4444.18 were computed by the method of least squares: 

1900 June 27, log A' =1.7878 
July 6, 1.7826 

Aug. 9. 1. 7871 

If the magnitude of the displacement of the lines was 0.010 
rev., a difference of one unit in the second place of log K would 
make a difference of only 14 meters in the calculated velocity. 
It would therefore be permissible to use the mean value of log A' 
= 1.7858 for all my plates. 

The stellar spectrograph of this Observatory gives a precision 
seven times smaller in the determination of velocities in the line 
of sight; and since it has been shown that the velocity for stars 
of the second type can be determined with a j^rohable error of 
— 2km per second for each plate, we might expect that this 
spectrograph could give a probable error of a few hundred 
meters. 

The preliminary experiments, which have been in |)r()gress 
since the completion of the apparatus in April, have shown that 
a very long exposure is required to obtain a measurable spectro- 
gram when the light is repeatedly reflected bv ino\'iug mirrors. 
Thus sunlight reflected eight times recpiired more than an hour, 
and more than two hours were necessary for two spectra. So 
long an exposure as this is hardly possible, for the suninier skv 
is seldom free from clouds for so hjng a time, and variations 
in tenii)erature and other causes niav proiluce large changes in 
the parts of the spectrograph. I convinced nivsclf that under 
favorable conditions no displacements of the spectral lines 
occurred, as was shown by two adjacent spcctroi^rams taken two 
and one half hours apart. 

To indicate the large loss bv retleetions from mo\'ing mirrors, 
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I may say that with the mirrors at rest, quite strong spectrograms 
could be obtained with 2 seconds' exposure. 

Thereafter I accordingly employed only the sixth reflection, 
which cut the exposure time down to 30 minutes for each spec- 
trum. 

I made use of a speed indicator for determining the velocity 
of rotation of the apparatus; and also employed the acoustical 
method of estimating the pitch when a piece of paper was held 
against the gears. These determinations yielded the following 
average results : 

With a current of 41,^ amperes (rheostat cut out) there were 
2016 revolutions in (^i seconds, or 32 per second. With the 
same circuit, at another time, the pitch was estimated as La of 
the third octave, corresponding to 1 740 vibrations per second. 
The wheel had 49 teeth, so that there were 35 revolutions per 
second. With 7 J/( amperes there w^ere 1512 revolutions in 34 
seconds, or 44 |)er second. At another time 505 revolutions 
were counted in every i i Yz seconds, giving the same number of 
revolutions per second as abt)ve. During the whole time of the 
experiment the ammeter showed no \'ariations of over V^ ampere, 
wherice we may infer that the rotation of the dynamos was very 
constant. 

The breadth of the mirrors being 20mm, the largest diameter 
between the edges of two mirrors standirig 180° from each other 
was 230mm, and the least was 190 mm, whence it follows that 
with the sixth reflection and ''^z revolutions per second the limits 
of the litiear velocity were 276 and 230 meters per second. With 
44 rev'olutions per second they were 389 and 318 meters per 
second. It is perhaps for this reason that the lines upon the 
spectroganis taken with rotating mirrors have a broader appear- 
ance th.ui those taken with mirrors at rest. 

The spectrograms were measured with a micrometer screw 
65mm long attached provisionally to the microscope, as the 
regular screw of 35nim was too short for the pur[)ose ; 199. 4 
divisions of the head corres|)onded to one millimeter. 

The j)lales were always so phiced under the microscope that 
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the readings of the head increased from red to violet. Only that 
half of the plate toward the violet was measured, as the length 
of the spectrograms was loomm. Settings (usually four or five 
on each line) were first made on the lines of the upper spectrum, 
then on those of the lower. The direction of the rotation of 
the mirrors, whether receding ( — ) or approaching ( + ) each 
other, is marked on the plate. I have obtained measurable 
plates only since June 27. The small number secured since that 
time is explained in part by the unfavorable weather and in part 
by the fact that I was also making spectro.^rams of the Sun with 
the 30-inch refractor. The measures of the plates and ex|)lana- 
tory remarks follow. 

JUNE 27, 1900. 

Sixth reflection; exposure 30'"; exposures with mirrors at 
rest at beginning and end ; the first motion was + J current of 
4j4 amperes; under microscope the upper spectrogram corre- 
sponded to a negative, the lower to a positive direction of rota- 
tation. The difference of the readings is always exj)resscd as 
lines of upper — lines of lower spectrum. 

Compari:>on spectrum (mirrors at rest) | Spociriim with rotating' mirrois 

Line i - — o.ooS rev. ' \ 4461. 9 - - +0.011 rev. 

4 462.1 ' • 0.007 

4457.6 - -0.008 

4 - - —0.016 4456.0 0.005 

4454-7 - - 0-<>'o 

Mean - - —0.013 44 51-7 -^0.003 

4448.0 - - - +0.003 

4444-0 0.005 

' 44-5-6 - - - 0.000 

The absolute displacement (toward red in lower sj)cctriini ) 
equals 0.012 rev., corresponding to a vclocit\' of 0.75 km j)cr sec. 
The mirrors had a maximum velocity of 0.55 km per sec. 

jur.v I. 

The comparison spectra on this plate show an unaccouiUably 
large displacement, so that at first I rejected it altogether. 

If these spectra are neglected, however, and those obtained 
from moving mirrors are treated indej)endently, the micrometer 



2 - - — 0.006 

3 - - —0.022 
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thread being oriented by the dividing line between the spectra, 
a displacement is obtained which corresponds with sufficient 
accuracy to the velocity of the mirrors. The large displacement 
might be explained by a jar received by the spectrograph just 
after the first or before the last exposure. 

The pitch indicated a velocity of rotation of the motor of 
35 revolutions per second. Under the microscope the upper 
spectrum corresponded to a +, the lower to a — motion. 

Upper — lower spectrum 

- — o.oEi rev. 

-0.003 

- - 0.009 

— O.OIO 



44594 

4457.9 
4456.0 
4451-8 
4448.0 
4444.0 
4442.5 
4425.6 
4415.7 
4408.0 



—0.020 
-f 0.003 
—0.006 
—0.017 
—0.022 
—0.015 



Mean -0.01 1 

The" displacement corresponds to a velocity of 0.67, the 
maximum motion of the mirrors to one of 0.60km per sec, 

JULY 6. 
Current =71^ am])crcs ; motion at first in the negative direc- 
tion ; exposure 30"". The temperature changed o?4 C. during 
the ex|)erimcnt. Under microscope the upper spectrum was due 
to — , the lower to + motion. 

Spectrum from rotating mirrors 

X 4462.0 - - - — 0.05S rev. 

4456.1 - - -0.052 

4451-8 - - - -0.057 

4436.0 - - —0.060 

4425.6 - - - —0.053 

4418.0 - - — 0.05S 

4415.8 - - - —0.064 

4407.9 - - —0.055 







Coin 


)arison 


spectrum 




X 


4482 


5- 


- 


- -0.074 


rev 




4482 


5 


- 


— 0.075 






4476 


2 - 


- 


- —0.084 






446S 


7 


- 


— 0.080 





Mean 



-0.07S rev. 



Mean 



— 0.057 
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Absolute displacement (toward red in lower spectrum) 
= 0.021 rev.; velocity = 1.28 ; maximum velocity of mirrors 
= 0.78km per sec. 

JULY 9. 

Current = 7 J^ amperes; exposure 30™. Under microscope 
the upper spectrum was due to +, the lower to — motion. 





Comparison spectrum 1 




Spectrum 


1 from rotating mirrors 


I 




+0.002 rev. 


I 


- 


- 


—0.007 rev. 


2 - 


- 


+0.009 


2 


- 




-0.028 


3 
4 - 


. 


+0.003 
+0.006 


3 
4 


- 


- 


—0.009 

— O.OI I 


5 


- 


—0.006 


5 
6 

7 


. 




-f-0.009 


Mean - 


4-0x03 rev. 


-fo.002 

+0.006 








8 


- 




—0.0017 








9 


- 


- 


— O.OIO 








10 


- 




—0.014 



I Mean - - - — o.ooS rev. 

Absolute displacement (toward violet for lower spectrum) 
= O.OI 1 rev.; corresponding velocity — 0.67 ; maximum velocity 
of mirrors = 0.78 km per second. 

AUGUST 7. 

Current 7J^ amperes; first direction of motion — ; under 
microscope upper spectrum corresponds to — motion. 





Comparison spectrum 




Spccti 


rum 


from rotnting mirrors 


I 


- -fO.045 


rev. 


I 


- 




- 


-(-0.080 rev. 


2 - 


4-0.062 




2 


- 


- 




+0.080 


3 


- -fO.068 




3 - 


- 




- 


-ho. 060 


4 - 


-f 0.064 




4 


- 


- 




+0.062 


5 


- -h 0.068 




5 
6 

7 - 


- 




- 


+ 0.074 
-fo.o68 
+0.063 


Mean - 


+ 0.059 


rev. 


- 




- 



Mean - - i o.o;o rev. 

Absolute displacement (toward red for lower spectrum) 



= O.OI I rev.; corresponding velocity 
of mirrors = 0.78 km per second. 



0.67 ; niaxinuim velocity 
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AUGUST 9. 

Current 7^ amperes; exposure 30"; first direction of 
motion — ; under microscope the upper spectrum corresponds to 
— motion. 





Comparison spectrum 


Spectrum from rotating mirrors 


I - 


- +0.082 


rev. 


4461.8 


+ 0.079 rev 


2 


+ 0.071 




4456.0 


+ o.roo 


3 - 


- +0.072 




4451.8 


+ 0.083 


4 


+ 0.077 




4448.0 


+ 0.086 


5 - 


- +0.08 




4444.0 


+ 0.095 


6 


+ 0.075 




4442.5 


-f- 0.079 


7 - 


- +0.079 




4437.1 


+ 0.091 




— 




4435.9 


+0.088 


Mean 


-r-0.077 


rev. 


4425.6 
4418.6 
4417.9 


+0.088 
+0.087 
+0.096 



Mean - -[-0.088 rev. 

Absolute displacement (toward red for lower spectrum) 
-0.0 1 1 rev.; velocity — 0.67 ; maximum velocity of mirrors 
-- 0.78 km per second. 

The velocities measured may be summarized as follows : 

T()0'^ From displact'inents From rotation 

June 1"] - - - - 0.73 km per sec. 0.46 — 0.55 km per sec. 

July I - - - 0.67 0.30 — 0.60 

July 6 - - - - 1.28 0.64 — 0.78 

July 9 - - - 0.67 0.64—0.78 

Aus.(. 7 - - - - 0.67 0.^-4—0.78 

.AuL^. 9 - - - 0.67 0.64—0.78 

Provable error of each velocity = i+ro.17 km 

These results arc to oc re»,^arded as onlv the first experi- 
ments with the a{)paratus above described. Much remains in 
the way of its improvement, and it is especiallv desirable to put 
the wheels into a vacuum in order to avoid the resistance of the 
air. It is hoped that in time better results will be attained. 

PlKKOW A. 

< )ctol)cr 1900. 



THE RADIATION OF A BLACK BODY. 

By C. E. M E N D E N H A L L and F. A. S a u NM) e r s. 

In the present article it is proposed to give, first, a brief 
review of recent work in connection with the radiation of an 
absolutely black body, and, second, an account of some experi- 
ments of this character carried on in the Physical Laboratory of 
the Johns Hopkins University. The results of the latter were 
largely negative ; but a statement of methods and difficulties 
may be of service to others engaged in the same line of work. 

In most cases the method of producing the "black body" 
has been based on Kirchhoff's discussion of the problem of 
radiation in a uniformly heated enclosure; a hollow body, 
preferably of good conducting material and having an a])erturc, 
being heated as uniformly as possible, the radiation emerging 
from the aperture has been taken as that of a "black body," 
and examined by appropriate means. Another method has been 
suggested and used by Paschen,' but it seems to be, on the 
whole, less satisfactory; in this case a radiating strij) is put ncar 
the center of a reflecting enclosure having an aperture through 
which passes the radiation to be examined. In order to con- 
sider the subject to the best advantage it will be well to gr(ni|) 
the materials around the most important of the so-callrci 
"laws" — which have been obtained for the most part tlieorcli- 
cally, and which have in turn been put to test bv recent experi- 
ment. P"or brevity these laws will sometimes be referred to \>y 
number, corresponding to those given below, the [(^llowin^- 
symbols being used : 

S — total radiant energy at any absolute teniperature. 
7' = this absolute temperature. 
£^/\ — energy radiated in waves of length < \-\-d\ iind >A. 

\ = any wave-length expressed in thousandths of a niillinicier — ^x. 

' Paschen, Wied. Attn., 60, 1897; Paschen and Wannkk, Am Kuinv>irAL 

JOtRNAL, 9, 40, 1899; II, 297, 1900. 

2s 
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An, — wave-length of maximum energy at temperature T. 
E^d\ ~ amount of (maximum) energy at temperature 7", between the limits, 

2 

At B, C, c, a, are constants. 

The following "laws" will be considered: 

(I) S = const. !*■ . A relation between total radiation and tempera- 

ture. 

(II) XT = const. A relation between wave-length and tempera- 

ture. 

(III) X^T = A . A relation between wave-length of maximum of 

energy curve and the corresponding temperature. 

(IV) Eja T-^ = B . A relation between maximum ordinate of energy- 

curve and the corresponding temperature. 
/yN p _ ^\ _5 - ^- Gives distribution of energy in spectrum at any 

temperature; i. e,, is equation of energy-curve. 

F^quation (1), 5— const. T,^ expressing the well-known law 
of Stefan, has been subjected to experimental test recently by 
Lummer and Prini^sheim,' and by Paschen.^ The first named 
attacked the problem most directly and found, as can be seen 
from Table I, a fairly satisfactory agreement with theory. 

TABLE I. 



T. 


37r 


^ii2 


733 7\f' 7QQ' ^20' 


(")bs. S. 


156 


638 


3320 3810 4440 5150 


Calc. S. 


U3 


600 


3270 3700 4660 5170 


T. ^77 '' 


//'^} 


112=; 


nof 14^2'- 1522 ist^r' 


Obs. S. 6 1 90 


16400 


17700 


44700 57400 60600 67800 


Calc. S. 6180 


17200 


18500 


45000 57600 62400 69100 



It is to be noted here that no correction (apparently) was 
made for the absor[nion of CO^ and JLO vapor in the atmos- 
phere, nor were any precautions taken to diminish this absorp- 
tion. This work has since been extended to 1700° abs. in one 
direction and about 100' abs. in the other, and Stefan's law 
found to be satisfied to within a few |)cr cent. The Stefan rela- 
tion has also been deduced by Planck, 3 from the basis of the 
electromagnetic theory of light. 

* I.rMMEK and l*RiN(;sHi:iM, liliu/. Attn., 63, 395, 1S97. 
' l\\sciiKN, Jl'icJ. Ann., 58, 60, 1S96, 1897. 
^M. I'LANCK, Dri(d\'s Ann., I, Xo. I, 1900. 
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The expressions (III), (IV),X„r=^ and E^T'^ = B, follow 
at once from Wien's' so-called *• Verschiebungsgesetz," \T= 
const. (II), and this, as originally developed, assumed the truth 
of Stefan's law. This *• Verschiebungsgesetz" of VVien states 
nothing as to the distribution of energy at any one temperature, 
but states that this distribution must change with the tempera- 
ture in such a manner that if there is any definite amount of 
energy corresponding to a given wave-length X, at a temperature 
T, this same amount of energy will at any other temperature 7", 
be emitted in waves whose length is determined by the relation 
\T= \xTj. The expressions (III) and (IV) also are necessary 
consequences of (V), which, in turn, has been theoretically 
developed by Planck [/oc. cit.). Thicsen' has objected to part 
of VVien's reasoning, and has deduced the relation XT = const. 
by another process. 

The expressions (III) and (IV) have been very elaborately 
tested by experiment. Not to mention earlier work, Lummcr 
and Pringsheim ^ obtained the following scries of values for A 
and B: 



A 


B 


2928 


2246 X 10' 


2974 


2184 


2959 


2176 


2966 


2164 


2956 


2166 


2980 


2208 


2950 


2166 


2814 


2190 



2940 2188 

Two other series of observations, with different arrangement 
of apparatus in each case, gave values for A of 2940 and 2930, 
and equally satisfactory constancy for B. 

Paschen* finds, as a mean for a number of independent series 

« W. VVlEN, Ber. d. Berl. Akad., 6, 1S93. 

•Thiesen, Verh. d. Deutsche Phys. Gcs., 2, No. 5, 1900. 

3LUMMER and Pringsheim, Var/i. d. Dcutsch. Phys. Ccs., i, 12. 

^PaSCHEN, Astrophysical J0URNAI-, 10, 40, KS99 ; II, 2SS, 1900 ; I'aschcn an<l 
Wanner, jdjd.f g, 300, 1S99. 
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of observations, extending from about 150° C. to 1300° C. and 
over a range of wave-lengths from 0.5 ft to 9.2 ft, the value 
of A to be 2907 ; while the maximum variation of ^ is 4 per 
cent. 

In the later work of Lummer and Pringsheim the apparatus 
was so arranged as largely to exclude CO^ and H ^0 vapor from 
the atmosphere between the radiator and bolometer strip, so that 
the gaps due to the selective absorption of these two substances 
were very greatly reduced in extent and depth. On the other 
hand, in Paschen's later work, the bjlometer strip was placed at 
the center of a reflecting hemisphere, in order to approach 
more closely to the condition of a perfect absorber. According 
to Kurlbaum ' a thinly-coated bolometer strip, which appears, 
however, black to the eye, mav absorb but 40 per cent, of the 
incident total radiation, so that the difference between the results 
of Lummer and Pringsheim and of Paschen may be partly due to 
the imperfect absorption of Lurnmcr and Pringsheim's bolometer 
strip. 

So far, then, as the cx|)ressions (III) and (IV) are con- 
cerned, which tell us nothing as to the distribution of energy in 
the spectrum, the predictions of theory seem to be verified to 
within the outstanding exj)erimental errors, and these are being 

r 

Steadily reduced. P^(|uation (V^), li— C\~^e' ^t which concerns 
this distribution of energv, rcmiiins to be considered. As regaids 
its theoretical foundation, Wicn's original method is not rigorous, 
as has been pointed out bv Lummer and Pringsheim.' 

The most careful attempts at experimental verification have 
been made bv l^aschen ^ and bv Lummer and Pringsheim." Full 
accounts of the work uf the former have been published in this 
JouKNAL He finds c (see Table II for meaning of these con- 
stants) to be 1 453 1, with a possible error of 80 from a series of 
experiments, while C is more variable. No systematic variation 

' K''i<i.i; \i'M. lVu\L /////., 67, lS()o. 

''LrMMKK and I*kin(;siii:im, Fcr//. DcutscJi. P'ty^. C(S.,i, i, 1900. 

'- Patches, Asi Koi'iivsicAi. Joi'KNAi , 10, 40, 1899: n, 28S, 1900. 
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of either C ox c is evident ; he further tests (V) by plotting it 
logarithmically. 

The theoretical and observed curves agree to within the 
errors of experiment, except in the region of very short wave- 
lengths, where the observed energy is greater than the theoretical ; 
and precisely here, as Paschen points out, it is very difficult to 
avoid stray light. 

On the other hand, Lummer and Pringsheim find that while 
the computed and observed curves (graphs of V) agree quite 
well in the region of wave-lengths near the maximum, particularly 
at low-er temperatures, this agreement is not so good for the long 
wave-lengths, and that this disagreement increases as the tem- 
perature increases. This can be stated in another way. If tlie 

c 

expression E=^C\'^ e' ^^ is transformed by the introduction of 

logarithms we have log E — \oy^ C — ^-/\og e —5 log \, and if 

lug E is plotted against -^ we have the so-called " isochromatic " 

curve, evidently a straight line. This may be com])arcd with the 
curve plotted for corresponding values of E and T, observed at a 
fixed point in the spectrum {\ constant). Kvidently the slope of 
this line is proportional to c, while from the constant term can be 
obtained the value of C. According to Lummer and Pringshcim's 

observations the observed isochromatic is convex toward the .v 

axis, and the values for C and c obtained from these isochro- 
matic curves increase systematically as the tcm{)craturc rises. 
These investigations of Lummer and Pringsheim are still in proi;- 
ress. Thiesen has, however, found, from a recalculation ot the 
results of Lummer and Pringsheim, that a modification ut" / ', by 
changing the coefficient of \ from — 5 to — 4.5, would compleleU' 
satisfy their observations. The law thus moditied would be 
satisfied by the observations of BeckuKinn,' and is further 
strengthened by some recent work of Lummer and Pringsheim." 

'Beckmann, Inatig. Z>/jj., Tubingen, 189S. 

* Referred to by Thiesen, Verh. d. Deufuh. Phys, (,V>.. 2. 5. looo. 
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As regards the variation of these constants, Rubens' has dis- 
cussed the results of Beckmann, who used a hollow "black 
body" as source of radiation, and produced a more or less per- 
fect isolation of certain wave-lengths by repeated reflection from 
fluor spar, and thus determined an approximate **isochromatic" 
curve in a spectral region not heretofore studied in this connec- 
tion, viz., for a mean wave-length of about 28 ft. In order that 
the Wien formula (V) should represent Beckmann's work (as 
recalculated by Rubens) it is necessary that c should have the 
value 26000. On account of the method used, this result ought 
not, perhaps, to be considered conclusive. However, Rubens 
points out that the change in the ordinate of the energy curve 
at \ = 25 /x produced by a change in c from 26000 to 14500 would 
be (at 2000^ C.) To ^00 ^^ ^^^^ maximum ordinate; so that it 
would be difficult to detect such a change in c by study of the 
energy curves. 

The present knowledge respecting these various laws of 
radiation can perhaps best be summed up in the following 
table : 

TABLE II. 

(I) S- / E<f\ - cousx. 7 -^ . First j^nven by Stefan.* Thermodynam- 
-^ icaily deduced by Bi)ltzniann ^ with certain 

assumptions. Experimentally tested by 
Paschen^ and more especially by Lummer 
and Prinij^slieim.5 Deduced by Planck 
from electro-magnetic theory, involvini,' 
electro-magnetic definition of entropy and 
lenipciature. 

' Kri:i:Ns. ll'i,:L Ann., 69, i^')(). 

'Sli:iA\. S!t:'\r. ,/. i\ <:;,•./' .7. :i( ///.-v/. 79, 1S7.). 

M;'>livmann. //7.-./. A fill., 22, 1SS4. 

'Pa-chkn. ll'hJ..ht)f.,^%, iS)(); 60, I "^u;. 

? Ij m\ii k an-1 I'kim;-hi iM. //'/c/. . /v//.. 63, i"^)?- 
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(II) A 7^=00051. 

from which follow : 

(III) KT=A. 

(IV) £^T-s = B. 



Developed theoretically by Wien,* assum- 
ing Stefan's law (I). Tested experiment- 
ally by Paschen,* Lummer and Pringsheim,' 
Paschen and Wanner/ and found to hold 
with increasing accuracy as experirnental 
methods are improved. Outstanding differ- 
ence between Paschen and Lummer and 
Pringsheim of about l per cent, in value of 
A; B not so good. (II) Theoretically 
developed by Thiesen,5 who questions the 
rigor of VVien's original method, and by 
Planck *• from an electro-magnetic basis. 



(V) E^C\-^f>^T, 

(HI) and (\V) followed by differ- 
entiation from (V). 

(VI) E= CX-»^'X7'. 



Theoretically deduced by Wien^ — but 
with rather arbitrary assumptions and not 
altogether rigorous reasoning.^ An expres- 
sion of the same form (VI) was given by 
Paschen as best representing the energy 
curves of various radiatinic surfaces. Tested 
by Lummer and Pringsheim,^ who found 
systematic variations in C and c with teni- 
])erature ; also by Paschen and Wanner •♦ 
and Paschen,* who finds no syslcniaiir 
variation of the constants and a «juite satis- 
factory agreement of the oljserved and 
C()m[)Uted curves. Also deduced tiieoreii- 
callv bv Planck. 



(Ill) and (IV) are necessary, but not 
sut'ticient cnndiiions for the truth of (\'j. 



' WiKN, H:r. d, Berl. Akad,, 6, i8q3 ; WuuL Ann., 52, |S<)4. 

'Paschkn {loc. cit.) and AsTKoriiVsiCAi. Jouknai., June iSoo. Mav k/oo. 

M-UMMKR and Frin(;shkim, Wrh. d. /)<ut.<i/i. P'tys. (,','., I, I an.l IJ, lS<r). 

■*PASCnKN and Wanner, Ber. ,/. />V;7. Ja.i /., J.imiary iSo ). 

s.Fhieskn, FerA. </. Deutsch, P/iys. G.s., 2, 5, moo. 

^Planck, Drudes AnnaUn, I, 1000; 4, I'K)0. 

'WiEN, IHed. Ann., 58, 662, lS96. 

^Lummer and Prin(;siieim, /V///. ./. Dmt^.h. l'hy<. f/c *.. i, i. iSo ). 

"'Paschen, Wicd. .-/«;/., 60, iS(^7. 
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Here 

S— total energy of radiation at any absolute temperature. 
T— total energy of radiation at this absolute temperature. 
Eii\ — energy radiated in waves of length < \-\-d\ and > X. 
\— any wave-length in ft, (o.ooi mm.) 
X,„ = wave-length of maximum energy at temperature Z". 
En^(f\ — amount of maximum energy at temperature T, between the limits 

A, By C, c\ a, arc constants. 

The following^ work on the radiation of an "absolutely black 
body " was begun by Mr. C. E. Mendenhall in conjunction with 
Dr. II. F. Reid, the part relating to temperatures above 500"^ C. 
being carried out by him, while that relating to temperatures 
below 500'' C. was carried out by Mr. F. A. Saunders. The work 
was done in the Physical Laboratory of the Johns Hopkins Uni- 
versity, Baltimore. 

We shall first consider the work at temperatures above 500'' 
C, then [)oint out the differences in [)rocedure adopted for the 
low temperature curves, and "^w^t the corresponding results. 

The method of realizing the ** black body," based on Kirch- 
hoff's theoretical investigation of the radiation inside auniformlv 
heated inclosure, had been suggested bv Dr. Reid in this JoUK 
NAL,' and independently by Wien and Lummer.' 

Our black bodv was either a cast-iron or copper cvlinder, 
al)out S cm in diameter and 12 to iScm high, with a slit in the 
side through which passeel the radiation to be examined : a 
furnace, or, f(jr the lower temperatures, appro[)riate baths, served 
for the heating. 

The spectrometer was practicallv a reproduction of Langley's 
earlv one, used at Allegheny. 

The available rock salt consisted of a 60'' prism, having 
faces about 5 cm < 7 cm, and a lens, about 10 cm diameter and 
40cm ftjcus, with Brashear surfaces — -the material for which 
had been k'indly loaned by Piofessor Langlev. 

' II. V. I\Kii>. A>rR(>i'HVsicAL JorRNAL, 2, 160, iSg5. 
^ \V. \Vii:\ an.l (). LrMMi.K, W'itiL Ann., 56, 1SQ5. 
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In order to increase the sensitiveness of the bolometer, two 
diagonal arms of the Wheatstone bridge quadrilateral were 
exposed to radiation. Theoretically this should be better than 
a single strip of the same width in the ratio V 2 to I. Considera- 
tions of freedom from "drift" with general changes in tem- 
perature made it desirable that the balancing arms should be as 
nearly like the exposed strips as possible, and similarly situated. 
All four arms were accordingly made of similar strips of annealed 
platinum foil, and mounted in the same cell. Balancing was 
accomplished by moving the galvanometer terminals independ- 
ently along two copper wires; one, being comparatively fine 
(No. 24 about) , gave rough adjustment, while the other (No. 
12), gave fine adjustment. 

The spectrometer, balancing bridge, etc., were inclosed in a 
double-walled box — for the purpose not only of protecting the 
bolometer and its appendages from temperature chani^^es, but 
also of protecting the rock salt irom moisture. Noattcm|)t was 
made to exclude or remove CO^, nor water vapor, cxcc|)t in so 
far as was needed for the protection of the rock salt. The bat- 
tery consisted of a number of Edison-Lalande cells, connected 
in multiple, and, on the advice of Mr. C. G. Abbot, of the 
Smithsonian Institution, carefully protected, as were the main 
leads, also, from temperature changes. The galvanometer was 
of the Thomson 4-coil pattern, of low resistance (about 4 ohms), 
and with the needle used in the first part of the work gave 
I mm deflection at i m with about 2.5 X lO"''' amp., with a com- 
plete period of 10 sec, though only rarely was this maximum 
sensibility needed. 

The bolometer showed a very satisfactory freedom from 
*• drift" and from disturbance in general. The galvanometer, 
however, located, as it was, in the midst of a citv, was, with the 
best needle-system which we were able to produce, and with a 
quadruple iron magnetic shield, quite unusable in the d.iv time, 
so that all observations had to be carried on at night. For tem- 
peratures above 500° the black body was heated in a furnace of 
fire-clay and the temperatures were determined by the use of 
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several platinum, platinum-iridium thermo-couples, according to 
the potentiometer method, much as outlined by Barus. These 
were calibrated by the use of a number of standard melting and 
boiling temperatures, viz., water, napthalin, mercury, potassium 
chloride and gold. The higher temperature determinations were 
perhaps in error by 5° or 10°. Temperatures were measured at 
four points, two at the top of the cylinder (black body), and 
two at the bottom. With the furnace method of heating the 
black body, as we used it, differences of temperature of from 
10° to 20° were usually found between some of these four 
points. 

Part I. 

With the above apparatus observations of the distribution of 
energy in the black body spectrum were taken at manv temper- 
atures between 500' C. and 1100° C; and a few sets of observa- 
tions of energy at v^arious (fixed) points in the spectrum while 
the temperature varied — giving data for the so-called isochro- 
matic curves. When the observations were used with the corre- 
sponding observation of minimum deviation to plot energv 
curves, the characteristic absorption bands of CO^ and H^O 
vapor were very marked. These curves were then put in the 
normal form by changing from minimum deviation to wave- 
length, using the dispersion curve of rock salt found by Rubens.* 
and by Rubens and Trowbridge.^ The corres[jonding change in 

. ,. . (i^^ 

the ordiiiatcs of these curves, viz., muItij)lication bv ,v , was 

a o 

made — also corrections for impurity of spectrum, according to 

Rungc,3 and for variation in sensibility of ai)|)aratus. 

It was at first attempted to allow for the absorption bands of 

//., C^and CO.y in the usual wa\' b\' "bridging over" the gaps 

with a free-hand curve. U|)()n comparing these curves, however, 

it was concluded that the amount of absor|)tion had, over part 

' Kriii.N-, (/Vf </..///-'/. 54, 4^), I ^'15. 

2 KriM N> ail.] TKownRnxa:. Am, Jour. Sfi„ Jamiaiv lS(;8. 

HxiNtiL ( rasLlu-n) ll'ic./. .hni., 60, i^'>7, and Sclilmuilcii's Ziit. fur Math, n . 
/"n--., 43» ^^'^l- 
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of the curve, been greatly underestimated. This made the entire 
middle portion of the curves uncertain ; especially it made the 
wave-length of maximum energy very difficult to determine, and 
hence made it impossible to test accurately equation (III). In 
fact, by properly bridging over the absorption gaps, the curves 
can be made to satisfy (III) as exactly as maybe desired. Pas- 
chen' has stated that the expression 

_ (log X, — loi^ X,) \^ \, 
- - \A.-AJlogc ' 

where (X,, X,) are any two wave-lengths on opposite sides of the 
maximum corresponding to equal energies of radiation, serves 
to give consistent values for X^, and it has accordingly been used 
in connection with these curves. The wave-lengths (X^, XJ 
were taken at points where the absorption was as small as pos- 
sible, and for each of seven curves several values of X„, were cal- 
culated ; these values agreed usually to about o.i /x. The result- 
ing values of X^ 7" are as follows: 



T,C 


^m 


A„, T 


570 


3.34 


2815 


704 


2.72 


2657 


771 


2.53 


2641 


837 


3.36 


2619 


896 


2.20 


2571 


944 


2.20 


261 I 


030 


2.00 


2:;86 



With the exception of the first one, the numbers in the last 
column are as nearly constant as could be expected considering 
the possible errors of measurement — but the mean value cliffcrs 
by nearly 300 from Paschen's mean value 2907, or Liimmcr and 
Pringsheim's 2930. This could be accounted for bv imper- 
fect *• blackness" of our radiator, but this seems a rather improb- 
able explanation considering the size and form of our enclosure. 
It is perhaps more probable that the heaxv al)sorj)tion on the 
descending side of our curves has led to an apparent shiftinu" of 
all the X„ toward the short wave-lengths. 

* Paschen, Wied. Ann., 50, 409. 
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As far as (I) is concerned our method is at best a poor one — 
analyzing the radiation only to integrate the energy-curve after- 
wards ; with the absorption as large a part of the total energy as 
the curves would indicate, an attempt to confirm (I) becomes 
still less fruitful. 

As for (IV) £"„, is rendered uncertain by the bands above 
referred to — but not to the same extent as X„, ; for the entire 
change in X,„ through the temperature range used in the high 
temperature work is but about 1.2 ft; and an examination 
of the curves shows that the uncertainties are a large part 
of this. 

The causes of this extremely strong absorption undoubtedly 
lay in the use of a furnace to heat the black body, which became 
filled with the products of combustion, notably CO ^ and H^O. 
That no more elaborate means to prevent this were taken was 
due to the conclusion, drawn from a com])arison of some of the 
final curves roughly plotted, with some curves previously taken 
with slightly different arrangements — that the amount of fur- 
nace gas in the black body was not sufficient to produce 
extraordinary absorption. This conclusion was evidently in 
error. 

The following table gives the values of (B) for seven curves : 



^c 


T 


^in I^ ^ > const 


020 


1293 


59 


9U 


I187 


65 


896 


I I 69 


61 


837 


II 10 


50 


771 


1044 


55 


704 


977 


51 


570 


843 


54 



As to Stefan's law (I), 5 can be approximately determined 
from the area of the various curves as finally corrected. From 

these we obtain the following table of values of p~ :=— ^ , 

where T^ is the absolute temperature of the shutter used to 

exclude radiation. 
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T 


5" 


1 


[7'4-7'.4]^"""- 


1293 


493 


II87 


528 


I I 69 


457 


IIIO 


436 


1044 


470 


977 


458 


843 


433 



Here also there is very unsatisfactory constancy. The five 
lower temperature curves agree fairly well among themselves, 
but we think it probable that the absorption has not been com- 
pletely allowed for in these curves. The error in the 1 187° curve 
seems to be rather larger than could be accounted for by an 
error in the absorption correction alone; unless, as suggested 
above, the other curves have been undercorrcctcd. If this is 
the case, then the coincidence of an error of 8^" in the estimation 
of temperature (for the 1187° curve) with an easily allowable 
overestimation of the absorption correction would account for 
the discrepancy. 

Part II. 

On account of the extremely small amount of radiation with 
which one has to deal in measuring the energy in the s])ectrum 
of a radiating body at comparatively low temj)craturcs, it was 
absolutely necessary to have a more sensitive needle svstcm in 
the galvanometer for this part of the work, and accordingly a 
series of experiments was undertaken to determine what form of 
system would be most efficient. The vertical needle system of 
Weiss having proved inade(iuate when the highest sensibility 
was required, the ordinary form of system was used and a num- 
ber of modifications in it were tried, with results which it may be 
of interest to give. It seemed obvious from the work of Taschen 
and others that the lighter the system was, other thini^s beini,^ 
equal, the more sensitive it was, and also that the i^reater the 
proportion of the weights of the magnets to the total weight, the 
greater the sensitiveness. Starting from these facts, fourteen dif- 
ferent systems were made and tested. The niaunets used throui^h- 
out were made from watch and clock-sprini^^ material and were 
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tempered, magnetized and boiled before being mounted. A great 
many magnets were made at the beginning and from these the 
best were selected by observing their activity when laid upon a 
glass plate and tapped in a vertical magnetic field ; only the best 
were used. The sensitiveness of each system was found by 
mounting it on a fine quartz fiber in the galvanometer and 
observing the deflection produced by a measured current. The 
figures given for this result are the currents in amperes which 
produced a deflection of i mm on a scale I meter distant when 
the complete period of the system was ten seconds. 

Each system was built on a very fine glass rod and furnished 
with a minute copper wire loop at its upper end, by means of 
which it could be hung on a corresponding hook on the lower 
end of the fiber. The mirrors used were fragments of the finest 
microscope cover-glasses obtainable, silvered, and cut into pieces 
roughly circular in shape with an area of about 1.5 sq. mm. 
Their weights varied from 0.4 to 0.7 mg. 

A study of the results obtained brought out the following 
conclusions, which, of course, apply exactly only to a galvanom- 
eter whose "free space" is circular and of the same diameter 
as ours (3 mm) : 

1. It is unwise lo make the niai^mets shorter than i mm. 

2. It is unwise to make the system as deep (measured along the stem) as 
the diameter of the free space. 

3. It is somewhat disadvantageous to make the magnets themselves as 
long as the free space is wide; such systems are also very troublesome 
to use. 

4. There is a slight disadvantage in making the magnets of material 
thinner than 0.05 mm. 

One svstem was finally chosen as the best of all, and the 
svstcnis used in the subsccjucnt work were made after the same 
])attcrii. Ivach oroup in the system consisted of three magnets, 
two of which were 1.6 nun long while the third was 2.3 mm 
\o\v^\ the width of each maL,mct was 0.2 mm and its thickness 
0.03 mm. luich uroup was spaced aloni,^ the stem so as to cover 
about 1.5 mm. The total wcIl^Iu was 2.5 mg; of which i.3mg 
was of steel, 0.6niL( of mirror and 0.6 mg of glass and shellac. 
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An effort was next made to bring a number of these systems 
to a highly astatic condition. This, of course, requires that the 
magnets shall lie in the same plane, or in parallel planes, and 
that the upper and lower sets shall be equal in magnetic strength 
but opposite. As this occupied an unexpectedly long time, it 
may perhaps be well to give an account of the diflficulties 
encountered in this apparently simple operation. In the first 
systems the magnets were all fastened on the same side of the 
glass rod and the mirror was on the opposite one. The magnets , 
of the systems being fastened in place while lying on a piece of 
plate glass they were nearly all in the same plane, and the fine 
adjustment was made by loosening one of the magnets a little 
by heating and turning it through a small angle. For a con- 
siderable time no consistent results were obtained, owing to the 
proximity of a magnetized steam-pipe which had an unex- 
pectedly great effect on the uniformity of the Earth's magnetic 
field in the place in which the systems were kept. Having 
mov^ed the systems to a place where the field was uniform, we 
once more adjusted them by turning one magnet of one set so 
that the plane of the equivalent magnet was parallel to that of 
the other set. This process, since it involved heating, usually 
resulted in a slight weakening of the magnet turned, which was 
corrected by bringing near it a powerful permantMit magnet. 
Any system the planes of whose magnets are not parallel should, 
when the magnetic strength of the two sets are made equal, 
stand with its magnets pointing east and west, and its period 
should be longer the nearer its magnet sets are to being in the 
same plane. This was found to be the case in about one system 
only out of ten. The others as they aj)])roachecl an astatic con- 
dition reached a condition when they would oscillate about izco 
positions of equilibrium, usually in the two directions northwest 
to southeast and northeast to southwest. When this was the 
case, there was no means of finding, by its ])()sitions of c(|ui- 
librium or by its period of oscillation, which of the two mag- 
net sets was the stronger, nor in what direction one of tluin 
must be turned in order to brinur the sets more nearly into the 
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same plane. It was therefore impossible to proceed with the 
astaticizing at all. 

This anomalous condition was in no way due to torsion in the 
supporting fiber, for a complete revolution of this produced no 
more than five degrees change in the natural position of the 
system, and six whole turns were necessary to force the system 
to revolve. The fibers were from 15 to 25 cm in length and not 
more than 0.0025 mm in diameter, and usually somewhat less. 
They were made by the blowing process invented by Boys,* in 
which the oxy-hydrogen flame melts and at the same time blows 
out a minute fragment of quartz into a long fiber, a process which 
proved extremely efficient and simple after a little practice had 
been obtained with it. 

Each fiber was hung in a glass tube so that its lower end 
projected beyond the tube into a small wooden box whose front 
was closed by a glass plate fastened by a bit of wax. It was 
found that the act of detaching this glass plate charged it quite 
highly with electricity, and it was ho]^ed that the action between 
this charge and the charge induced on the magnets might 
account for the existence of two positions of equilibrium. That 
it did not, however, was amply shown by the use of a brass plate 
instead of the glass one, which was carefully discharged when- 
ever handled, by passing it through a flame. The systems behaved 
just as before. 

A lack of symmetry in the system itself was next suggested 
as a |)Ossible explanation, though by no means, at first sight at 
least, a very rational one. Accordinglv, several systems were 
constructed and astnticized in which the following precautions 
were taken: the weights ot the two sets of magnets were made 
ecjiial to within 0.1 mg; tlie weight of the magnets fastened on 
one side of the glass stem was made ecjual to the weight of the 
magnets and mirror un the otiier side of the stem, to the same 
degree of approximation (it was not possible to do this more 
accurately, as the total weight of the ])arts was not often more 
than I mg and the weighings were not certain to less than 

^V. C, l'.i)\'>, I.ofiiuu I-Jectrninn, December II, iSq6. 
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O.I mg or to 10 per cent.); the greatest care was taken to have 
the glass stem fastened at the middle points of the magnets, and 
the mirror was so adjusted as to make the oscillations of the whole 
system aperiodic when it was supported horizontally so as to be 
free to turn about the stem as axis ; and, finally, the loop of 
wire at the upper end of the system was dispensed with and the 
quartz fiber was fastened directly to the stem. The systems that 
were produced after all these precautions were taken were in no 
way better than those made before, and as no further changes 
could be thought of which would prevent this anomalous behavior 
all the systems that exhibited it were discarded. 

It would be quite possible to account for this difficulty by 
remembering that an absolutely astatic system, /. e., one whose 
magnets were all in the same plane and whose sets were exactly 
equal and opposite in strength when they were in an east and 
west plane, would be thrown out of astaticism when the plane of 
the magnets became north and south by the magnetism induced 
in the magnets by the Earth's field, and would hence oscillate 
about two positions of equilibrium. It seemed very unlikely 
that these systems were so nearly perfect that this explanation 
could apply to them, particularly as the induced magnetism must 
be very feeble in hardened watch-spring steel. No other 
explanation has, however, been thought of. 

The best systems finally chosen, three or four in all, were 
then brought to a fairly astatic condition, as shown by their 
period of oscillation (complete |)eriod six or seven seconds), and 
they were then examined from day to day, being as far as possi- 
ble undisturbed in the intervals, to see how their condition 
altered with the time. This alteration proved to be very great, 
and was aj)parcntlv as i^reat in the case of systems composed of 
boiled magnets as it was with some constructed of "raw" mate- 
rial. All of tiieni at first lost their astaticism rapidly, but, after 
readjusting them once or twice a day, at the end of two weeks 
we obtained one which held a period of about five seconds for 
the ensuing two weeks without apj^reciable alteration. This 
system was therefore mounted in the galvanometer and was used 
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in the subsequent work. It had a sensitiveness of about 
I X I0"'° amp. At the close of the investigation, however, after 
three months use, it was found to have a period of about three 
seconds, indicating a considerable fall in astaticism. 

Seven curves in all were obtained, all of them duplicated in 
important regions, namely, at the temperatures ioo°, 175°, 243", 
3I3°» 399°» 503°* ^"<^ 578° C. Of these curves the four taken 
at the lowest temperatures are drawn in Fig. 2, and reveal at 
once the presence of the absorption bands due to the presence 
of carbon dioxide and of water vapor in the air, which are to be 
found in all the curves taken. The full lines with which the 
observed curves in part coincide indicate the curves filled in 
according to a method explained below. It was hoped that five 
or six vessels containing concentrated sulphuric acid, which were 
put inside the spectrometer box, would keep the air inside rea- 
sonably dry. They did keep the rock-salt surfaces from being 
fogged, but did not prevent the water-vapor bands from being 
prominent in every curve. With the spectrum as impure as it 
was, these bands in some places overlap and affect the curves 
continuously for a considerable distance. A few points in the 
spectrum seemed, however, to be free from absorption, and the 
observations at these points only were used. 

Paschen' has found that if Wien's law be true, and if the 
radiation curves be plotted, not as is usually done, with wave- 
length and intensity as coordinates, but with the logarithms of 
these quantities instead, then the curves have the proj^crty of 
congruency. By this is meant that any one curve is an exact copy 
of any other, but shifted, unaltered in shape, to another part of 
the diagram. Now, since the maximum energy occurs at different 
wave-lengths as the temperature is chan^^cd, it is evident that 
any region of absorption will fall upon a different part of each 
curve, and hence if the curves are congruent as above explained, 
the points cut out of any curve by absorption can be supi)liccl 
from another curve by merely laying one above the other. In 
this way, by the use of curves taken at different temperatures, 

' F. Paschen, Wied. Atiti.y 60, 1S97. 
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the entire curve can be constructetl from a few points. This has 
been the method usecb Our curves when i)lotted logarithmically 
are roui^'lilv congruent, though not accuratclv so, as there seems 
to be a sh'ght change in form as the temperature changes. The 
curve is rouglily of an inverted U shape, and our curves show a 
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flight tendency towards a widening of the U as the temperature 
increases. The mean curve was, however, taken, as the devia- 
tions did not seem too large, and by means of this the missing 
points in the observed curves were supplied. 

Four tests were applied to this set of curves. Law I was 
first tested, with the results shown by the following tables : 



T 


Xm 


Am T 


373° 


8.30 


3090 


448 


6.50 


2910 


516 


5.90 


3040 


586 


4. go 


2870 


672 


4.37 


2940 


776 


3.81 


2950 


851 


3-24 


2760 



Average 2940 

These figures are somewhat irregular, but the determination 
of the maximum of the energy curve is an extremely uncertain 
thing when the curves are as much cut up by absorption bands 
as* these were. The average value of this constant, 2940, is 
somewhat higher than that found by Paschen, and there is a 
slight tendency shown in the series of values towards an increase 
in the value of the constant with decrease of temperature. The 
marked difference between this value and that found in tlie 
earlier part of this work may perhaps point to the same result. 
The expression (IV) was next tested. This set of observations 
fails entirely to conform with this law. The maximum energy 
varies nearly as the sixth power of the absolute temperature. 

The following relation should also hold : 

where E is the intensity at wave-length X, and E^ is the maxi- 
mum intensity. This relation was found experimentally by 
Paschen, and according to Wien*s law the constant a should be 
5, This constant was calculated from a great number of points 
on all the curves, and the average value obtained was slightlv 
less than 5, but very near it. 
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Finally, Wien's expression (V) for the energy at any wave- 
length, gives, on integration with respect to X from to X, 
^\ 

{(;,y+3(|.y.+.(f>-+ex.|. 

This enables us to compare the areas of the curves up to a cer- 
tain wave-length with those required by the formula. If we 
knew the entire curve w^e could simply integrate it and then its 
area, representing as it does the total radiation, should follow 
Stefan's law, i. e., should be proportional to the fourth power of 
the absolute temperature. It is not possible, however, to do 
this on account of the large part of the curve lying in the region 
of the longer wave-lengths, which is influenced by the absorption 
of the prism, etc. This circuitous method was tried on our 
curves, and since Wien's law is based on Stefan's, should lead 
to the same result. This was not found to be the case here, our 
areas being nearly pro[)ortional to the seventh power of the 
absolute temperature; but this method of obtaining the total 
radiation is too indirect to lead to accurate results. 

The conclusions to be drawn from our results are, as before 
stated, rather negative in character. It is evident that some of 
the deductions from Wien's law are satisfied, while others are 
not; but no results of sufficient accuracy can be obtained with- 
out taking exccssi\'e i)recautions in regard to the "bhickness" 
of both radiator and bolometer strip, and in excluding from the 
air about the a[){)aratus all traces of carbon dioxide and water 
\apor. 

It is interesting to note that if law III holds, the maximum 
of the radiation curve of a bodv at the temi)erature of the boil- 
ing of li(|uid air under atmos|)heric pressure should lie at about 
^o^, and would therefore be beyond the reach of any rock-salt 
dispersion apparatus. An effort was made to test this by cool- 
ing the black body with Ii{juid air, but at the last it proved 
ini[)Ossible to obtain enough for our purposes. With the small 
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quantity that we had, however, the body was cooled to about 
— 90° C, and at this point caused the greatest deflection at 
about 10 /if which is roughly where the maximum should lie, 
according to law III. The deflection was also of the order to 
be expected, though the working conditions at the time were 
not good enough to allow any accurate measurements to be 
taken. 

The writers wish to express their sincere indebtedness to Dr. 
H. F. Reid for his continued interest and valuable advice, and 
to Professors Rowland and Ames, not only for their kind super- 
vision, but for the generosity with which they placed all the 
facilities of the laboratory at our disposal. 

Note. — Mr. H. C. Dickinson of Williams College has sugi^^estcd thai 
the two positions of equilibrium of the delicate galvanometer needles, above 
referred to, may be due to the disturbance of the co-planarity of the two sys- 
tems of magnets, by the couples between these systems and the magnetic 
field, opposed by the torsional rigidity of the connecting glass rod. This 
assumes that the two groups of magnets are initially very closely in the same 
plane — and of very nearly equal moments. Some experiments have been 
performed which indicated that a change of several minutes might be 
exf)ected in the angular relation of the two groups, and this seems sufficient 
to account for the observed phenomena. C. K. M. 

November 1 900. 



EXAMINATION OF PLEIADES AND EROS PLATES 
TAKEN WITH THE CROSSLEY REFLECTOR OF 
THE LICK OBSERVATORY.' 

In reply to a letter received September 21, 1900, from the 
Acting Director of the Lick Observatory, Professor W. W. Camp- 
bell, requesting the aid of the Columbia University Observatory 
in determining the accuracy of the photographs of Eros to be 
taken with the Crossley reflector,' Professor Rees stated that the 
Columbia Observatory staff would make very gladly the meas- 
urements required. 

Professor Campbell was asked to send three plates of the 
Pleiades taken on the same night or different nights, having the 
center of each plate near the greatest number of stars. In the 
meantime a plate of E.ros was taken on September 19 WMth the 
Crossley reflector and forwarded to the Columbia Observatory. 
The Pleiades plates were obtained on September 27 and received 
October 8. The plates were placed at once in charge of Pro- 
fessor Jacoby. 

Dr. S. A. Mitchell and Miss F. E. Harpham made the meas- 
urements and in the reductions were assisted by the Observatory 
com])uting force. The results of the measurements and reduc- 
tions are given below in the re])ort from Professor Jacoby. 

REPORT ON THK MHASrKKMKNT AND REDIX'TION OF THREE PLEIADES PHO- 
TOGRAPHS MADE WITH THE CROSSLEY REFLECTOR OF THE LICK 
OBSERVATORY. 

The follo\vini( pa^'cs contain a detailed account of the measurement and 
reduction of tliree photoj^raphs of the Pleiades, made with the Crossley 
reflector of the Lick Observatory. 

'Communicated by IVofessor J. K. Rces, Director of Columbia University Observa- 
tory, New York Citv. 

^ Xote by If. II'. C. -The Cmssley reflector is in chari^'c of Assistant Astronomer 
C. I). Perriue, He is a.^>«i>sle(l Ijy Mr. H. K. I'ahner, Kellow in Astronomy. The plates 
were .secured by lliem. 
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The data relative to the exposure of the negatives are contained in 
Table I. 

TABLE I. 



I 

2 

3 



Date 



1900 
Sept. 27 
" 28 
" 27 



Exposure 



30 sec. 

10 sec. 

5 sec. 



Mt. H. Sid. Time 
(Middle of exposure) 



4 17 
47 



50*. 

39 .0 

5 .5 



Barometer .Att. Therm. Ext. Therm. 



26.127 
26.137 
26. 127 



57.0 
61 .0 
57.0 



56?i 

58-3 
57.0 



The plates were measured in rectangular coordinates by two observers 
and reduced according to Jacoby's method as given in Dr. Schlesinger's paper 
on the PraesePe Group.* 

Table II contains the results of the individual measures in millimeters, 
and the differences between the two observers reduced to seconds of arc. Ten 
stars were measured on each plate, the central star numbered 17 being 
observed twice. The numbers in the first column are from Jacoby's cata- 
logue of the Pleiades.^ 

T.VBLE II. 



PLATE I. X .MKASUREMENTS. 



r direct 



Star 


Line' 


% m ox 
Scale minus Star 


Mitchell 




ot 
Scale 






minus 




Mitchell 


Harpham 


Harpham 


I 


III 


0.0470 


0.0592 


-o.'47 


5 


96 


0.0548 


0.0495 


+ .20 


16 


71 


0.7915 


0.7975 


- .23 


17 


70 


0.5398 


0.5455 


- .22 


17 


70 


0.5455 


0.5370 


-^ .33 


19 


69 


0.2488 


0.2460 


+ .11 


20 


66 


0.3750 


0.3755 


— .02 


22 


65 


0.4765 


0.4702 


+ .24 


24 


61 


0.7955 


0.7970 


- .06 


25 


57 


0.7328 


0.7350 


- .08 


34 


37 


0.8740 


0.8935 


- .75 



X reversed 



'2 /// or 
Scale mi fins Star 



Mitchrll 



Scale 

8 
23 
47 
49 
49 
50 
53 
54 
57 
61 
81 



Mitchell 
0.5750 

o.5cSo8 
0.8405 
0.0S55 

O.OSqO 
0.3S<)2 
0.25()S 

0. 1 s >o 

0.8":;oS 

0.0005 

0.749S 



Harpham Harpham 



5^;o 

5S58 

8410 
ogOvS 
OQ05 
;qo2 

It)2S 

^410 
o.goo5 
0.7300 



-0-35 

- .19 

— .02 

— .20 

— .06 

- .04 

— .11 

- -3'^ 

- .16 
.00 
.42 



+ 



'** The /'ra^ji'/)^ Group: Measurement and Reduction (»f the Kutherfurd Thoto- 
STiaphs," by Frank Schlesinger, Annals N. Y. Ai(u/. .SV/., 10, iSg 2S0, iSgN. (.1 
Contrib. Obsy. Columbia Univ,^ No. 15. 

^Annals N, Y. Acad. Set., 6, 323, or Contrib. Ol>sy. Col. Cniv., No. 3. 
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PLATE II. X MEASUREMENTS. 




X reversed 



^A tn or 
Scale minus Star 



Mitchell 


Harpham 


0.7488 


0.2618 


0.2520 


o.2!;6o 


0.5070 


0.5035 


0.7465 


0.7498 


0.7462 


0.7480 


0.0402 


0.0^90 


0.9132 


0.9088 


0.7935 


0.7878 


0.5000 


. 5 II 8 


0.5365 


0.5320 


0.3670 


. 3698 



Mitchell 

minus 

Harpham 



-f 

4- 
+ 



50 
15 
M 
J 3 
07 
05 
17 
22 
II 

17 
II 



PLATE 



.r .MEASUREMENTS. 



direct 





Line 


Star 


of 




Scale 


I 


119 


s 


104 


16 


79 


17 


78 


17 


78 


19 


77 


20 


74 








/ .'i 


24 


69 


25 


65 


34 


46 



Scale >n{>/us Star 
Mitchell I Harphai 



0. 10^8 
O.II58 
0.8710 
0.6218 
0.9208 

03275 
0,4070 
0.5668 
0.8015 
0.8248 

. 0098 



•0075 

. roQo 
.8702 
.6is8 
.6220 

• 325'^ 
.4610 

•5495 
.8080 
- 8300 
. 0060 

I'LATK 



.Mitchell 

)t.' i)i !< s 

Harpham 

-{-0^21 
-h .26 
4- .0^ 

+ .23 

— .OS 

+ .07 

4- -23 

4- .67 

— .25 

— .20 

+ -'5 



Line 

of 
Scale 




15 
39 
41 
41 
42 

45 
46 
49 

53 
73 



-v reversed 



3^ m or 
Scale fi/ifiNi Star 



Mitchell 



Mitchell ■ Harpham Haipham 



0.-5I35 

O.5IIO 
0.7638 
0.0098 

. 0088 

0.3155 

0. 1670 
0.0705 
0.7658 
0.8002 
. 6262 



0.5272 
0.5170 

0.7620 

0.0145 
0.0060 

O. :^078 

0.1788 

0.0790 

0.7702 

0.8038 
0.6345 



+ 

4- 

4- 

4- 



53 
23 
07 
18 
II 
30 
46 

ID 
17 
09 

32 



y MEASUREMENTS 



y direct 



' reversed 





Line 


Scale A 


/// or 
inns .Star 


Mite 


lu-ll 


Line 


]4 »i or 
Scale win us Star 


Mit. 


hell 




of 

Scile 




.Mitclull 


H.Trpham 


in in us 
Haiphain 


of 
Scale 






ntn 
Hart 


lUS- 




Mitchell 


Harpham 


ham 


I 


6? 


0.7568 


0.7070 


— 


■39 ' 


^^ 


. 8030 


1 o.8s8S 


-' 


.'16 


£? 


('5 


0.7032 


O.702S 


4- 


02 


53 


0.0278 


0.9235 


^ 


.17 


16 




0.22 10 


0.2228 


— 


07 


47 


0.4070 


0.4080 


— 


.04 


•7 


60 


0.3382 


' 0.3412 


— 


2 ^ 


=;q 


0.2932 


0.2048 




.06 


17 


(.0 


0. ;;()S 


0.3412 


— 


17 


>9 


0.2()I2 


0.2020 


— 


.03 


I') 


s> 


O.Q74S 


O.Q752 


— 


02 


^3 


0,0 495 


0.6585 


— 


• 35 


20 


6.^ 


0. ;v4S 


0. ^(>I ^ 


— 


25 


SO 


0.2()70 


0.27^0 


— 


•2; 


22 




0.7345 


o.7;72 


— 


10 


86 


o.8gc;2 


0.8875 


4- 


.30 


24 


ts 


0.2()0S 


1 O.302S 




4(^ ! 


41 


0.3322 


■ 0.3270 


4- 


.20 


2 ^ 


•1- 


0. ^'^02 


' 0. ^()32 




12 


72 


0.2308 


0.2425 


— 


. 10 


34 


5 > 


0. I 102 


1 . 1050 


4- 


20 


()4 


0.5210 


0.5200 


— 


.10 
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Star 



5 
16 

17 
17 

19 
20 
22 
24 

25 
34 



Line 

of 
Scale 



59 
60 

67 

55 
55 
51 
58 
27 
73 
42 
50 



y direct 



Vi wor 
Scale minus Star 



Mitchell 



o . 0062 

0.9275 
0.4052 
0.5232 
0.5162 
0.1590 
0.5300 
0.9185 
0.4708 
0.5688 
0.2678 



Harpham 



0.0120 
0.9268 

0.4055 
0.5250 
0.5215 

0. 1600 

0.5392 
0.9162 

0.4755 
0.5692 
0.2505 



Mitchell 

minus 

Harpham 



— 0-22 

+ -03 
01 
07 
20 
04 
30 

00 
18 
02 
67 



+ 
+ 



Line 

of 
Scale 



60 

5« 
52 
64 
64 
68 
61 

91 
46 
77 
69 



y reversed 



14 tn or 
Scale minus Star 



Mitchell Harpham 



0.6192 
0.6995 
0.2218 

0. 1052 
0. 1025 

0.4688 
O.OS91; 
0.6805 

0. 1520 

0.0548 
0.3752 



0.6200 
0.7030 
0.2268 
0. 1118 
O. 1000 
0.4615 
0.0070 
0.6048 
0.1550 
O.OOIO 

0.3702 



Mitchell 

win us 

Harpham 



— 003 

- .14 



+ 



28 

- -20 

— .20 

— . 12 

- .24 
+ .19 



PLATE II 



>' .M E ASr R E M K NTS 



Star 



5 
16 

17 
17 
19 
20 
22 
24 
25 
34 



Line 
of 

Scale 



58 
60 

67 

55 
55 
so 

58 
27 
73 
42 
50 



y direct 



14 '"OX 

Scale minus Star 



Mitchell I Harph.nm 



0.7968 
O.7118 
0.2162 
0.3252 
0.3228 
0.9778 
0.3450 
0.7512 
0.3015 
0.3985 
0.1028 



7942 
7138 
2175 
3215 
3270 
9730 
3-182 
7482 
2998 
4020 
IOI5 



Mitchell 

minus 

H.irpham 



-fo 

+ 

4- 

4- 

+ 



. 10 
.08 
.05 
.14 
. 16 
.19 
. 12 
. 12 
.07 
.14 
•05 



Line 

of 
.Scale 



60 
58 
52 
64 
(:4 
6S 
61 
01 
46 
77 
60 



y reversed 



I . 



f or 



Sc.ilr ;///■« «.v Star i M'n-*<*'1I 
nimu^ 

ilitchfll Harph.iin ' H^upham 



0.8435 
0.9208 
0.4125 
0.3112 
0.3070 
0.0572 
0.2S(.i; 
O.SS20 
. ^ ^oS 
o.2":;7S 
0.53J2 



0.83S5 
0.0152 



4122 
31 12 

30S2 
0620 

2S.)S 
•SSIO 
3302 

2 ;(»2 

5402 



-4-0 

-f 
-f 



4- 



01 
00 

0-' 
10 

I ; 

04 

02 
06 



These measures were corrected for division errors of the iinHinKter scnle 
and errors of the micrometer screw, usin^ the correction tahles cni|»!o\e(] by 
Dr. Schlesinger in the computation of the Pra<-scpc measures. The run of 
the micrometer screw was practically iieL(li,L,nble. 'I'hc ( onceted C(u»n]inaies 
are given in Table III, where the quantities are in millimeters. 
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Star 



I 

5 
i6 

17 
19 
20 
22 
24 
25 
34 



TABLE HI. 
PLATE I. CORRECTED COORDINATES. 



Reversed 



-40 


5066 


.5126 


-25 


5074 


. 50O6 


— I 


2525 


.2504 





0000 


.0000 


4- I 


2Q3S 


.2994 


+ 4 


1 000 


.1742 


-f S 


0086 


.0705 


+ « 


7476 


.7500 


4-12 


8103 


.8i2S 


4-32 


0()i5 


.0;72 



Mean 



— 40.5096 

— 25.5070 

— I. 25 1 4 
0.0000 

I .2900 
4.I70I 
5.0690 
8.74QI 
.8114 

■'>504 



+ 
+ 

4- 
4- 

4-12 
+3-' 



Direct 



4- 
4- 

4-1 



3-423^ 

5-3^43 
1.8832 
0.0000 

— 4.306O 

4- 3.0202 
—27.0060 
4-17.9574 
-12.9513 

- ^-r>2^ 



y 

Reversed 



•4334 
.3692 
.8883 
.0000 

• 3630 
.0232 

• 5956 
.9047 
.9496 
.2319 



Mean 



4- 3-4285 

4- 5 -30^)8 

+ 11.8858 

0.0000 

— 4.3048 

— 3 02 17 

— 27.6008 
4-17. 9010 

— 12.9504 

— 5 2324 



PLATE n. CORRECTED COORDINATES. 







X 






y 




Star 
















Direct 1 R 


e versed 


Mean 


Direct 


Reversed 


Mean 


I 


-40.4908 


4943 


— 40.4926 


, 4- 3.4>'S89 


.4898 


4- 3-4S94 


5 


-25.4970 


49 U) 


-25.495^ 


1 4- 5.405^ 


.4078 


4- 5.4008 


16 


- i.2,:;o8 


2420 


- I.2U2 


4-II.8S02 


.S850 


4- II. 8856 


17 


0.0000 


0000 


0.0000 


0.0000 


0000 


0.0000 


19 


4- i.2gi<) 


2()21 


4- 1.2920 


- 4-3'>25 


.357S 


— 4.3002 


20 


+ 4.H>37 , 


10 10 


4- 4-n>20 


4- 3-0141 


.0150 


4- 3.0146 


22 


4- 5-0421 


0416 


-f- 5ojr8 


— 27.0042 


.5820 


-27.5931 


24 


4- S.7096 


7(.20 


4- 8.7601 


4-17-9536 


.9566 


4-17-9551 


25 


+ 12.7856 


7S74 


4-12.7S05 


— 12.9528 


.9503 


— 12.9516 


:>\ 


4-32. ()i So 1 


0220 


4-32.0204 


- 5.2640 


.2659 


— 5.2650 



PLATE III. COKKKCTED COORDINATES, 



St.ir ' 




r 






y 




Dir.ct R 


tvt rsed 


Mean 

— 40. }S()i 


Dirrct 


Reversed 


Mean 


I 


— 4O..4S0O 


V)ll 


4- 3-47i^.> 


.4707 


4- 3.4712 


5 


— 2^. 400 s 


4''70 


-25.4M8 


-f 5-3'^>'6 


•.>934 


4- 5 -3910 


10 


— I .2^00 


2 174 


- I.24S7 


-|-ii .8950 


.8992 


4-11.8971 


17 


. OOrjO 


OOUO 


. 0000 


0.0000 


0000 


0.0000 


19 


-f I .2026 1 


^O20 


4- l.2c,7:; 


- 4 3520 


•3499 


- 4-3510 


20 


4- 4-1^52 


\UH) 


4- 4- «>''0 ' 


4- 3-0234 


.0224 


- 3.0229 


22 


4- ;.ooi.:; ; 


Of)>iO 


4- soo^o 


-27.5747 


• 5691 


-27.5719 


24 


-J- S.7542 1 


7507 


-f S.755; 


4-17 0784 


.9818 


4-17.9801 


2> 


4-12. 7'MS 


70 }0 


4-12. 70^2 


-12.92U 


.9272 


-12.9258 


34 


-^\1.U\\\ 


hiz\, 


-4-32.0178 


— 5.22.^8 


.2282 


— 5.2200 
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The focal length of the Crossley reflector' is 17 feet, 6.1 inches, and the 
approximate scale value of the photographs is therefore I mm = 38'65. 

Multiplying the corrected x and y coordinates in Table III by 38 '65 
sec 3o and 38^65 respectively (where Za is the declination of the central star) 
we obtain the quantities X sec So and Y. 

Coefficients for computing refraction are given in the following table : 





TABLE IV. 
REFRACTION COICFFICIRNTS. 




Plate 


•V^ 


A'.r i ^fy 


N, 


2 

3 


-f 0.000249 

-h 250 
+ 367 


— 0.000005 ! -f-o.oooon 

7 4- 2i 

+ 7-135 


-|- 0.000261 

4- 260 
4- 287 



Four constants are necessary for the reduction of each plate. These con- 
stants are the corrections for scale value, orientation, and the two errors of the 
plate center. Put : 

/ = the correction to the scale value, so that i mm at the center of the 

plate corresponds to 38.'65 (1+/) ; 
r=the orientation correction, or the sine of the angle through which 
the axes must be rotated, measured in the direction of decreasing 
position angles ; 
X'andr = the number of seconds of arc throu'_(h which the coordinate axes 
must be moved in the direction of decre isiii/ right ascensions 
and declinations respectively. 
We then have from each known star a pair of e<|u;itions of the form : 

pV — rX -\- c ^ n^ -0 
In these equations //^ •'^rid ;/y are computed as follows, juittiiig : 
Aa, A5 = excess of the right ascension and declination of an\' star over 
the corresponding coordinates of the central star. 
Then 
71^ sec 5o = A'sec hoplus corrections for transformation and refraction minus Aa ; 
Wj — Yp/us corrections for transformation and refraction ///inns A5. 
The right ascensions and declinations for computinir Aa and A(3 were taken 
from ]2iCohy's secoftd reduction of the Rutherfurd P/riddcs photograplis, the 
results of which are now in course of publication. The adopted positions are 
given in Table V. 

* Keelp:r, "The Crossley Reflector," Am Koi-jiv-ic \i Jt)rKNAi, ll, ,^25, 1000. 
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TABLE V. 

ADOPTED POSITIONS OF THE STARS. 



5 1873.0 



5 

16 
17 
19 
20 
22 
24 
25 
34 



a 185 


30 


54^ 2' 


36 .'12 


13 


9.72 


30 


14.64 


31 


10.02 


32 


5-97 


34 


5.16 


34 


49.91 


37 


17.05 


40 


13. «5 


54 


12 10 



58' 

59 

3 

56 

53 
5« 
3« 
7 
47 
52 



1 2 .'60 
32.06 
49.04 

9.67 
21.38 

7.09 
23 • 69 
45.65 
50 . 60 
51.96 



It is not necessary to hrin«^ these positions up to the date of the plates, 
as procession, nutation, and aberration are taken into account by the con- 
slants, / and r. The ri^ht ascension and declination of the central star, a,, 
and 3. , used in deternunin,i< the refraction were, however, brought up to 
1 900.0 by precession. 

'I'hcse ten known stars furnish the following ecjuations, in which the 
coeriicienls of/ and ;• have been divided bv loo, for convenience in making 
the solution. 



HIGHT ASCKNSIONS. 



DECLINATIONS. 









Plate 1 










1 
1 




Plate 1 






Star 


\- 


/ .\- - 


/ y i 


A- - n^ 


- - 


Kcsi 


Im.'i] 


j -r 


/ )•- 


P- -V -f f T **y ~ 


Rom 


l-aa! 


I 


i~ 


i5-7/-f 


1.3^4- 


/• - 1 


'21 


— 


— 


■74 


r 


I.3/4- 


15 7 '-4-' 4-6.95 = 


— 


.'i ; 


5 


— 


9 . 9 / + 


2.1 I 


+ 


k-\-0 


10 


- 


— 


• ' 5 


4- 


2.1/-^ 


9.9r4-r-f4-02 = 


— 


.4S 


16 


- 


0.5/' + 


4.6; 


-f 


^■^2 


It) 


-- 


-f 


.19 


4- 


4.6/4- 


0.5'* 4-^4-0. 14 = 


— 


•2^ 


17 




o/>-f 


.0 ; 


-f 


^'^- 





" 




•17 




0/ 


;• 4~ '" 4- 0=0 


4- 


. 12 


19 


+ 


O.Z, p — 


1.7/ 


+ 


/• - 1 


00 


= 


4- 


.09 


— 


1.7/- 


I .5 r + < — 0.45 = 


4- 


.01 


20 


+ 


l.6/-f- 


1.2; 


+ 


/•+i 


.^0 


— 


4- 


.70 


+ 


1.2/- 


I .6 ;--f f — 0.63 = 


4- 


. I N 


21 


+ 


2.0/ - 


10.7 i 


-f 


^■-5 


29 


- 


-- 


•47 




10.7/ — 


2.0 r -\- r — 1.12 = 


4- 


• 5 7 


24 


+ 


3.4/ + 


L>.q f 


+ 


■^- + 3 


53 


— 


4- 


.2S 


+ 


6.0/- 


3.4'-+^ - 1-73 = 


— 


. sO 


25 


+ 


5.0/ - 


5.0 / 


-f- 


/.• - 1 


91 


- 


4- 


.14 


1 "~ 


5.0/- 


5 . r -[- <• — 1.86 = 


4- 


.^4 


34 


-f 


12.0/ — 


2.0/- • 


/•- 


iS 


— 


-f 


.04 




2.0/ ~ 


12.6 r -f r — 6.27 =0 


~ 


• 3 ^ 








I'latt 


11 














Plate 11 






I 




15.7/-- 


1 . 3 '■ -4- 


/• - 


'55 


— 


— 


• 77 


4- 


1.3/^4- 


1 5 • 7 '• 4- 4- 9 . 30 = 


-f 


'24 


5 


— 


').9/ + 


2.1; 


4- 


^•4-0 


54 


— 




.2; 


4- 


2.1/4- 


99'- • ""4- 5.56 - 


— 


22 


16 


— 


. 5 / -f 


4.t)y 


L 


/•-f 2 


5 5 


— 


4- 


. 19 


4- 


4-6/4- 


0.5 ;• 4-''+ 0.13 = 


— 


33 


17 




0/ ■ 


} 


-f 


^■4- 





- 


-f 


• 25 




0/ 


o/-4-''4- = 


— 


10 


19 


1 


0.5/- 


1.7 ; 


-{ 


/• - 1 


'7 


- 


+ 


.04 


— 


1-7/- 


0.5/--!-^ — 0.27 =0 


— 


00 


20 


-h 


I . () / -; 


1.2/ 


-4- 


/•-f I 


CO 


" 


4- 


•54 


-f 


1.2/- 


l.6r-|-^ — 0.91 =0 


— 


12 


zi 


-t- 


2.0/ 


10.7 / 


-f 


I- - 1) 


><• 


~ 


— 


.05 


- 


10.7/ - 


2.or-|-'— 0.82 = 


4- 


35 


2| 


-1- 


3.4/^- 


() . f 


-1- 


^• + 4 


10 


- 


4- 


•45 


4- 


() . Q / - 


3.4 '-4-^ - 1-95 = 


— 


2 ; 


25 


H- 


5.0/ - 


^.0 ) 


4- 


/• - 2 


S7 


-0 


4- 


.14 




5.0/ — 


5 . /' 4- ' — 1 . 90 = 


4- 


ss 


:>% 


-f 


I 2 . f) ,^ - 


2.0r4- 


/• - 1 


(■S 


- 




. 51 




2.0/ - 


12.6 ''4-'^ — 7.55 =0 


— 


4> 
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RIGHT ASCENSIONS. 



DECLINATIONS. 



Plate III 



10 
17 

I 'J 
20 



— g.9/+ 2.1 r-j- i6 + o.49 = 

— 0-5/*-|- 4-6r-f->f'-|-2.26 = o 

op— r-\- k\ = 

-^ 0-5/^— i.yr-j-^' — 0.q6 = 

'^ I.6/-{- I.2r-|-^' + 0.8q = 

— 2.0/— 10.7;--}-/' — 5.47=0 

— 3-4/+ 6.9r+ /•+3.83 = o 
^ 5-0/— S.Or-l-/' — 2.56 = 0! 
+ 12.6/— 2.or4- /•— 1.64 = 



0^7^ 
.29 
. II 
.19 
.09 
•45 
.16 
.46 

• 13 
.56 



Plate III 



-f- i.3/-hi5.6/- + r+8.86 = o 

+ l.\p-\- 9.9r+r4-5.l3 = 

-f 4-6/+ o.5r-f r-f 0.59 = 

0/ r -\- c -\- = 

— 1.7/— o.5r-j-r4-o.o6=:o 
+ \ .2 p — I .tir -\- c — o.i^Q> — o 
-io.7/>— 2. or-j-r — 0.06 = 
-h 6.9/— 3. 4r + r— 1.02 = 

— 5-0/~ 4.9r-i~<^~o.99 = o 

— 2.0/— 12. 6r-[-«— 6.24 = 



+ 


'36 


— 


47 


— 


25 


— 


53 


— 


19 


— 


32 


+ 


54 


+ 


12 


+ I 


03 


— 


32 



Solving these equations by least squares the following results are 
obtained : 

TAI31.K VI. 



Plate 



Probable 
error of 
/ and r 



1 —0.000619 — 0.004537, ±:O.OOOIIO 

2 1-0.000175-0.0056921^.0.000103 

3 |— 0.000104!— 0.005 104' :t:0. 000 II 9 



-f-0.'094l 
+0.2451 



Prob.nhlp I 
error of | : 
k and r ' 



Probal.le 
error of one 
eqii.ntion of 
wfi^'ht unity 



+oriiQQ • 0*0963 3 '2047 1 •.0-'3046 
— 0.0965 :- 0.09 II I 2. 9222' -^0.2SS2 



+ 0.19351-0.5254 * 0.1043,3. S207I ^0.3299 



Collecting the rL»siduals for comparison we have the second, third, and 
fourth columns of Table VII for the right ascensions and corresponding 
columns for the declinations. 

TAHLK VII. 



Rl{;ht ascensions 



Drilin.ifions 



III 



Mean 



Plate uiinus mean 



I — 


74 


— . 


5 - 


15 


— , 


16 + 


19 


+ . 


17 ~^ 


09 


-f. 


19 — 


17 


-f. 


20 + 


76 




22 — 


47 


— . 


24 + 


28 


+• 


25 + 


14 


+■ 


^^4 1 + 


04 





J 



.78 -.76J+.02 



.01 
.01 



III 



— .02 I 

— .06 



I 



II 



24 —.29 —.23, + .08 

iQ,+ .ii,+ .i6,+ .03+.o3 -.05 
25+. 19 +• 18; -.09, + . 07 +.01; + 
04 +.09 —.01 — . i6+.o«; +.10 + 

54+.45+-5S+-i8--04--i3' + 

05' + .i6 -.12 -.35+.07 +.2S + 



45I+.46+.4O -,I2 

14!+. 13+. 14 .00 

5i|-.56;-.34' + .38 



+ .05 +.0() | — 
.00 — .01 ' + 

-.171-. 22 - 



■13 + 

,2^ — 
^2 — 

,01 — 
I ^ — 

57 + 
so,— 

-S4| : 

3 1 " 



III 



\- .36+. lb, 
- • J7 --3^1 



-t 1 



2; -.28 4- 

53 -17+ 
10 — .oS + 
^2 — . 10 + 

5J+-r» + 
I J -- .20 -■ 
o^ +.02 — 



11 



III 



20|+.OS + 

oo' + .i;!-- 
03 - .05 + 

2g ^ .07 - 
0') ^.02 - 

OS,- 

301 — 
os,- 

0=; - 



03 + 
0; + 
11 + 



20 
oS 
03 
3(> 
1 1 
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These residuals are to be regarded as errors of the Lick plates on the 
assumption that the Rutherfurd results are absolutely correct, and that 
there has been no proper motion between 1873, ^^e date of the Ruther- 
furd photographs, and 1900, the date of the Lick plates. Now, whatever 
may be the errors of the adopted Rutherfurd positions, and whatever may 
have been the effects of proper motion, the residuals ought to come out 
the same from each of the three Lick plates. Therefore the "mean residual" 
from the three plates has been computed for each star, and the divergences 
of the residuals (individual plate minus mean) set down in the last three 
columns of the table. 

These latter residual numbers now give us a measure of the precision 
with which the Lick plates reproduce their own errors. Computing the sums 
of the sijuares of these numbers we tind for: 

Plate I - - - - o.'7o82 

2 - - - 0.1241 

3 - - - - 0.5200 

whereas the original residuals gave, according to Table VI : 
Plate I ... - 3^2647 

2 - ' ' 2.Q222 

3 - - - ■ 3.8^07 

We see, therefore, that the agreement inter se of the Lick plates is much 
better than their accord with the Rutherfurd results; and this is favorable to 
the Crosslev reflector. For the desideratum in an instrument is the ability 
to reproduce its own errors every lime it is used, rather than that these errors 
should be extreinelv small. Nor should we ascribe the differences, •' Lick 
minu<i Rutherfurd," to errors of the Lick mstrument alone ; since we have 
already [)()iuted out that they are due in j)art to i)roper motion, and errors of 
the Rutherfurd cataloijue. 

Extended calculations have been made to ascertain whether the agree- 
ment between the Lick and Rutlierfurd photographs can be im{)roved by 
correcting the latter with proper motions derived from comparisons of the 
Korii^si)erg and Yale heliometer measures. Hut these calculations have 
resulted unsiiccessfuil)-. Similar])', new least stpiare solutions omitting two 
stars liavini^^ lar^^e re^ithials failed to improve the result. 

A computation of the prol)al)le ertor of the Lick plate measures from tbe 
data of Table II was also made. The method used was the same as that 
ein|)loyed by Dr. Schh'singer.^ It was found that the probable error of a 
final co(ir(lin;Ue was iizo'o; for A'.ind -^zO'o4 for )'. Dr. Schlesinger's corre- 
s[)on<rmLr viihies for the Rutherfurd /V./^^f//- plates were respectively ziro'030 
and -jLo'025. 

^ Afitiiils X.y. rLiiii. S<f., 10:272, or Contrih. 0^''^(rv. Columbia Univ., No. 15, p. 
272. 
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Our final conclusion from all the evidence is therefore as follows : The 
Crossley plates have star images inferior to the Rulherfurd plates ; but the 
distortion of the field is certainly small throughout a radius of about half a 
degree. Moreover, if there is a small distortion, it is very nearly constant 
in the same part of the field of different plates, even when taken at widely 
different hour angles. 

MEASUREMENT AND REDUCTION OF A PHOTOGRAPH OF EROS MADE WITH 
THE CROSSLEY REFLECTOR OF THE LICK OBSERVATORY. 

This plate was made September 19, 1900, with six successive exposures, 
two of five seconds duration, two of ten seconds and two of thirty seconds. 
The measures and reductions, however, include only the first and third 
exposures, of five and ten seconds, respectively. A microscopic examination 
of the plate showed that the ten-second images of Eros are quite sufficiently 
well defined for measurement. Even the five-second images are measurable 
easily ; while the thirty-second ones are somewhat over-exposed. 

The following are the particulars relating to the two exposures meas- 
ured : 




Barometer and thermometer readings were not furnished, but the refrac- 
tion will not be influenced appreciably, as the plate was taken very near the 
zenith, and values could be assumed from those employed in \.\\q P/ciddrs 
reductions. 

Ten stars and Eros were measured. The following tables contain the 
measures and the corrected coordinates in a form sinnlar to that used iox the 
Pleiades plates : 
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THIRD IMAGE, y MEASUREMENTS. 
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The refraction coefficients were found to be as follows : 
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The positions of the ten stars were taken from the A. G. C. Caialoi^ut\ 
and are: 
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The foUowini,' o(juati()ns were formed from the above star-places and 
plate measures, using Xo. 3 as the central star: ^ 
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First Image. Declinations 
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' It ^liouKI t>c iiolcil that a " ccnlrai star" is not really iiece.ssarv ; in fact, theorv 
rcr|uiu-> that tiic iiita.-iircs i)c referred to the eenter of the |)late, rather than to a star 
near lliat point. N(t a)>[)veciahle error lias, however, been introduced in the present 
work bv the >liuht dcpaiture from theory involved in tile use of a *' central star." 



CROSSLEY REFLECTOR PHOTOGRAPHS 



6l 



Third Image. Right Ascensions 
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Third Imnge. Declinations 
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A solution of these equations gave the following results for the unknowns : 



Inia>;c 



Probable 
error of 
/ and r 
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error of 
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Vv 



Probable error 
'<\ of I eciiiation 
of weight unity 



F:r>t.. —0.000660 — 0.003020|rt=0.000l72 -f-Q. '7651 -f- 1 ^3748-0. '2224 17.3047 ^I.'o427 

Third. -|-o. 000631 — 0.003ii3irt:o. 000163 4-0. 8458J-I-1 -2257 ' 0.2101 15.5225 ±0.7033 



The large probable errors, as compared with the Pieiadcs plates, are due 
in part to the smaller precision of the adopted star |)Iaces. The A. G. C. 
Cataloi^ue must, of course, be expected to furnish much less accurate relative 
positions than are obtained from a purely differential micrometric catalogue, 
such as that derived from the Rutherfurd Pleiades photographs. Hut some 
of the increase in the residuals is due to the star-ini:iL(cs on the Eros plate. 
These are not so good as the Lick Pleiades images,' the probal)le errors of a 
final coordinate x and y being d= o'l i and ±. c'o;, whereas we found for the 
Pleiades only ±o.'o7 and rfco.'o4. 

With the values of/, r, k, and c obtained above, the place of Plros was 
computed from the measured coordinates." 

The results are, for the equinox of 1875.0 : 
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' Eros plates taken October 6-12 and recently received, appear to >li()\v iniai^es 
considerably better than the plates discussed in ihi.s pai>er. 

■See Dr. Schlesinger's paper already (jiioted. Afnid/s X. )'. //<</./. S<i., 10, 246, 
or Conirib. Ohsy, Col. Univ.^ No. 15. 
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This position of Eros was brought up to 1900.0 by precession, and cor- 
rected with the usual "reduction to apparent place." A further correction for 
parallax was then applied, usiui^ for the planet's distance a value interpolated 
from the Ephemeris of Eros published in the Berlin Jahrbuch for 1902. 
Parallax corrections were also computed for Barnard's observations, made 
with the 40-inch refractor of the Yerkes Observatory' on September 19, 
which was also the date of the Lick plate. These observations were further 
corrected by the addition of +o\o7 and + i '30 to Barnard's right ascension 
and declination, which should reduce the place of Barnard's comparison star 
to the mean system of the ten stars upon which the Lick position is based. 
The numerical values of these corrections are simply k sec. 5 and c from the 
least squares computation of the Lick plate. 

The observed positions, thus corrected for parallax, were comj)ared with 
places interpolated from the Berlin Jahrbuch Ephemeris of Eros, taking 
account of the aberration time. The Berlin Jahrbuch Ephemeris was also 
compared with the Ephemeris published by the Paris £'r^5 committee in their 
Circular No. 3, dated August 17, 1900. This Paris Ephemeris is corrected 
with the results of observations made at Paris August 4 and 7, 1900. The 
following are, then, the corrections required by the Berlin Jahrbuch Ephe- 
meris for the date September 19. 



Authority 



Lick Plate +I3\24 

Barnard 1 -{-13 .23 

Paris Ephemeris ~hi3 -64 



+31 •« 
+32.1 
4-30-4 



The accord between the Lick plate and Barnard's observation is satis- 
factory, and the Paris Ephemeris also represents the observations very well. 

' Astrononiual Journal, No. 484 



ON THE PRODUCTION OF A LINE SPECTRUM BY 
ANOMALOUS DISPERSION, AND ITS APPLICA- 
TION TO THE - FLASH SPECTRUM." 

By R. W. Wood. 

In a communication published in the Proceedings of the Royal 
Academy of Sciences, Amsterdam/ W. H. Julius makes the very 
brilliant suggestion that the "flash spectrum" seen immediately 
at totality may be due to photosphere lii^ht abnormally refracted 
in the atmosphere of metallic vapors surrounding the Sun : in 
other words, the light of the flash spectrum does not come from 
the reversing layer at all, but from the photos[)here. The author 
shows that the light which will be thus abnormally refracted will 
be of w^ave-lengths almost identical with the wave-lengths which 
the metallic vapors are themselves capable of radiating. This 
beautiful theory not only explains the apparent shallowness of 
the reversing layer, a thing that has always puzzled astrophysi- 
cists, but it accounts for the extraordinary brilliancy of the lines. 

I have succeeded in producing such a flash spectrum by an 
arrangement in which I have endeavored to imitate as closely as 
possible the conditions supposed to exist at the surface of the 
Sun: in brief, I have obtained a spectrum of bright lines, with 
light from a source showing a continuous spectrum, by means of 
anomalous dispersion in an incandescent metallic vai)or. 

The theory of Julius supposes the Sun to be surrounded by 
an atmosphere of metallic vapors, the density and refractive 
index of which decrease with increasing distance from the 
surface. In this atmosphere the rays of light coming from the 
photosphere will move in curved paths similar to those of rays in 
our own atmosphere. 

The refractive index is, however, very small except for wave- 
lengths very near those which are absorbed bv the vaj)or, con- 
sequently the light most strongly refracted, if it could l)e sorted 

'See also Astrophysical Journal, 12, 185. 
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out and examined with the spectroscope, would resemble very 
closely the light emitted by the vapors. Julius shows that this 
sorting out of the more refrangible rays may account for the 
bright line spectrum usually attributed to the reversing layer, 
these rays moving in curved paths in the solar atmosphere, 
thus reaching us after the photosphere has been hidden by the 
Moon. 

For the reproduction of the [)henomenon in the laboratoiy it 
is necessary to form an atmosphere of metallic vapor in which 
the refractive index changes rapidly from layer to laver. This 
I succeeded in accomplishing by allowing the flame of a Bunsen 
burner fed with metallic sodium to play against the under side 
of a white plaster plate. On looking along the surface of the 
plate it was seen that a dark space existed between the flame 
and the cold surface, resembling somewhat the dark space sur- 
rounding the cathode of a Crookes' tube. It seemed highly 
probable that, inasmuch as the temperature of the flame was 
lowered to such a degree by contact with the plate, the density 
of the sodium vapor would increase very rapidly from the sur- 
face of the plate downward. The change may of course be 
abrupt instead of progressive, though I am inclined to favor the 
latter supj^osition. In either case the action will be practically 
the same, the case being similar to the transition from a curved 
ray to a broken line ray, as the change of the index of the medium 
becomes less gradual. The under surface of the plaster plate 
being c-jvered with a non-homogeneous layer of sodium vapor, a 
spot at the edge of the flame was illuminated with sunlight con- 
centrated by a large mirror. This spot radiated white light in 
every direction and corresj^onded to the incandescent photosphere 
of the Sun (Fig. i). A telescope provided with an objective 
direct vision prism was directed toward the white spot and 
nitn-ed into such a position that, owing to the reduction in the 
widtli of the source of ligiU by foreshortening, the Fraunhofer 
lines appeared in the spectrum. This represented the stage of 
ail eclipse when onlv the thin crescent of the Sun is visible. The 
sodium tl.inic appeared superposed on the spectrum, of course. 
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On moving the spectroscope until it was well inside of the plane 
of the illuminated surface and feeding the flame with fresh 
sodium, the solar spectrum vanished and there suddenly blazed out 
two narrow bright yellow lines, almost exactly in the place of 
the sodium lines, as is shown in Fig. 2, in which the inverted 




Fig. I. 

sodium flame appears on the continuous spectrum. Cutting off 
the sunlight with a screen caused the instant disappearance of 
the lines. 

Repeating the ex- 
periment I found that 
the bright lines came 
into view on the sides 
of the sodium lines 
toward the blue, that 
is to say, it is light 
forwhich the medium 
has an abnormally 
low refractive index 
that is bent around 
the edge of the plate 
and enters the instru- 
ment. This is pre- 
cisely what we should 
exj)ect, for sodium 
vapor has a refractive 
index of less than I for waves slightly shorter than D, aiul 1.).. 
as was shown by Julius in his paper. The ra\'s then will he con- 
cave upward in a medium in which the refractive index \arics 
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as I have supposed it to vary in the present case. If the sodium 
vapor is very dense we see only a single bright line bordering 
D2, owing to the complete absorption of the light between the 
lines. 

I next instituted a search for the light of a wave-length 
slightly greater than that of the sodium lines. For these waves 
the vapor has a refractive index greater than i, consequently the 
rays will be concave downward in the layer of vapor. If we 
move our prismatic telescope down in a search for these rays the 
solar spectrum will appear and drown out everythinir, but 
if we set up a screen (shown in Fig. 3) in such a position as to 

Vie. ^v 

just cut off the light from the illuminated spot, and feed the 
flame with sodium, we shall presently sec bright lines aj)pcar on 
the side of the sodium lines towards the red. In this case when 
the vapor is dense we get only a single line bordering D^ . The 
paths of these ravs is indicated (on an exaggerated scale) in 
Fig. I. The arrangement described is inconvenient in manv 
ways to work with, and I accordingly modified it in the follow- 
ing way. 

The light of an arc lamp is focused on a horizontal slit, and 
a flat metal plate supported so that the plane in which its under 
surface lies coincides with the plane of the slit. The plate should 
be an inch or so thick, with a fairlv level surface. At a distance 
of about two meters a telescope provided with a prism (direct 
vision it possible), arranged so as to give a vertical s|)ectrum, is 
|)laced at such a height that the prism barelv catches the ravs 
coining from the slit and grazing the surface of the plate, Fig. 3. 
On looking into the telescope we see a bright continuous spectrum, 
and the telescope is to be raised until this becomes quite faint. 
The Bunscn burner beneath the plate is now to be lighted and a 
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bit of sodium, in a small iron capsule, introduced into the center 
of the flame. The results obtained are practically identical with 
those which have been described. The flash spectrum of potas- 
sium has been obtained in a similar manner, consisting of lines 
in the extreme red from one to three in number according to 
the density of the vapor and position of the telescope. Fair 
results have also been obtained with thallium. 

I am now arranging apparatus by which I hope to obtain simi- 
lar flash spectra by the dispersion of vapors exhibiting more com- 
plicated absorption spectra than sodium. If these experiments 
are successful much can be learned by comparing the flash spectra 
with the emission spectra. If it be found that certain lines are 
absent in the flash which are present in the emission spectra, 
interesting comparisons can be made with photographs of the 
actual flash-spectrum of the Sun. Julius applies the anomalous 
dispersion theory to the prominences as well as to the reversing 
layer. I have succeeded in producing such a phenomenon with 
sodium vapor, a wavering flame of intense brilliancy perfectly 
sharp when seen through a prism of high dispersion, and yet 
shining wholly by refracted light coming from the crater of an 
arc light. I am also engaged in making accurate determina- 
tions of the dispersion of metallic vapors by means of a metal 
prism of 45 degrees furnished with mica windows. The ])rism 
is filled WMth hydrogen and the metal — say sodium — va|)orizcd 
in this atmosphere by the application of heat. The results 
obtained in this way are far superior to those yielded bv pris- 
matic flames. The angle of the prism is accuratch' known, and 
it is filled with non-luminous sodium vapor of uniform density 
and under known conditions of temperature and pressure. With 
this I have obtained much greater curvature of the spectrum in 
the vicinity of the absorption lines than that finurcd l)y Julius. 
and the spectrum is perfectly steady, instead of lluttcrinL:, as is 
the case when the deviation is effected hv means of a sodium 
flame of prismatic form. The work alonLC these lines will he 
reported in a subsequent [)aper. 

University of Wisconsin, 
December 22, 1900. 



THE NATURE OF THE SOLAR CORONA. 
By R. W. Wood. 

I PROPOSE in the following paper to discuss certain theories 
of the solar corona, and present the results of some recent 
experiments which I feel may have some bearing on the subject. 

The most generally accepted theory of the corona attributes 
its continuous spectrum to light emitted in virtue of high tem- 
perature due to solar radiation,' with which is mixed a small 
amount of reflected sunlight producing traces of radial polariza- 
tion. The recent work of Abbot, of the Smithsonian Institution, 
at Wadcsboro, showing a cold corona, has set people to think- 
ing about the old electrical theory, according to which the 
corona is regarded as a phenomenon akin to the aurora, and the 
light in Geissler tubes. 

Certain of the experiments to be described later on indicate, 
it seems to me, that the absence of radiant heat offers no diffi- 
cultv to the solid particle theory, being in fact precisely what 
we should expect. On the other hand, the presence of polar- 
ized light in the s|)ectrum, and there is a good deal of it, judg- 
ing from the strength of the Savart bands which I observed at 
the eclipse of last Mav, must he taken almost as proof positive 
that minute solid j)articles are present. Under no conditions has 
an electrically excited gas been found to emit polarized light, at 
least not to mv knowledge. One or two cases in which the 
phenomenon was supposed to ha\'e been found, were shown to 
be spurious, the polarization resulting from reflection from the 
inner walls of the tube. 

GoiuL,^ hack now to the other theory : If the large amount of 
polarized liLiht is retlected sunlight, whv are not the Fraunhofer 
lines seen in the spectrum ? I have called attention in a 

' See |)aj)er hy Scliciner ami reply by Sir William Ilugijins in recent numbers of 

the A^TRoriivsic \i Jotrn \\ . 
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previous paper * to the fact that this may be because the oblique 
prism faces refuse transmission to the polarized light, which is 
the light in which the wave-lengths corresponding to the dark- 
lines are absent. The certain knowledge that the lines are [)res- 
ent or absent will be of great aid in formulating a satisfactory 
theory of the coronal light, and I trust that the long Sumatra 
eclipse will yield evidence in this direction. In the paper 
alluded to I suggested the use of a Nicol prism before the slit in 
such a position as to transmit the polarized radiations, the slit 
being set tangential to the Sun's edge, in which position the 
light entering the instrument is polarized in such a plane as to 
be transmitted by the prism faces. The light shovving the dark 
lines would then be transmitted with undiminished intensity, 
while the emitted or non-polarized light would be reduced in 
intensity by one half. The great change in the ratio might 
easily be sufficient to bring out the dark lines. I feel sure that 
the experiment is worth trying at some future eclipse, for I have 
carried it out successfully in the laboratory with an artificial 
corona. It was found that a gas flame in a strong beam of sun- 
light shone with a pure bluish-white light, due to the reflection 
or rather scattering of the sunlight by the minute carbon [)arti- 
cles." A photograph of the flame with a spot illuminated by 
powerful convergent beams of sunlight is reproduced. It fur- 
nishes a beautiful proof of the existence of solid particles in the 
flame (Fig. i.) The flame thus illuminated showed the Fraun- 
hofcr lines distinctly, but by reducing the intensity of the sun- 
light a point was reached at which they disappeared, and the 
spectrum appeared continuous. The light scattered by the flame 
was found to be completely plane polarized in certain directions, 
giving us just the required conditions, namely particles emitting 
a continuous spectrum, and scattering a polarized solar spectrum. 
In front of the slit of the spectroscope a Nicol was arran;4e(l in 

'"The Problem of the Daylight Observation of the Corona," Asi RoriivsiCAi. 
JtiL'RNAL, November 1900. 

'The reflection of light by flames 1 have since found ha> been ubscrved l)ct<'re by 
Mr, Burch and also by Sir George Stokes. 
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such a manner that it could be drawn into and out of position 
by a cord. The Fraunhofer lines could be made to appear by 
sliding the Nicol in front of the slit, and disappear by drawing 
it away. While it does not by any means follow that the use of 
a Nicol on the actual corona will bring out the lines, the experi- 
ment seems to be w^ell worth trying, as it 
would furnish further information regarding 
the relative intensity of the emitted and 
reflected light. Another interesting point is 
that the minute particles in the flame do not 
scatter the longer waves, the flame reflecting 
practically no red or orange light. Thus the 
Fraunhofer lines can only be traced up to 
Ij about the D lines. By gradually reducing the 
I intensity of the sunlight they disappear first 
in the yellow, then in the green, blue, and 
violet in succession. This indicates that our 
chances of detecting the lines in the spec- 
trum of the corona will be greatest in the 
actinic part of the spectrum. 

The preponderance of the shorter wave-lengths in the light 
scattered bv the carbon particles in the flame can be shown in 
the following way. The light from the crater of an arc lamp is 
focused on a candle flame by means of a lens. We thus get a 
verv small spot in the center of the flame illuminated with a 
powerful light rich in waves of all lengths. This candle flame is 
then i)hotO';ra|)hed with an objective prism, on a plate made 
sensitive to the entire spectrum. We find that the spectrum of 
the llame h.is a bright line running through its center — the 
sj)ectriiin of the illuminated s})ot. This line, however, can only 
be traced as far as the vellow; there is absolutely no trace of it 
in the led and scarcelv a trace in the orange. In the green it is 
nianv times brighter than the background, while in the violet it 
stands out strong on a l)lack background, showing that the flame 
gi\es out verv little violet light except in the spot where the 
imaue of the arc falls. 



Fig. 



NATURE OF CORONA 



71 




Fic. 2. 



In making this negative a color filter was used during a part 
of the exposure to cut down the action of the blue and violet, 
while a record of the red end of the spectrum was being secured. 
The apparent absorption band between the yellow and green is 
due to the fact the plates are not absolutely orthochromatic, and 
has no bearing on the subject. 
Two of these photographs are 
reproduced in Fig. 2, a short and 
a long exposure. 

This inability of the particles 
in the flame to scatter or diffract 
the longer weaves may explain 
the absence of heat radiations in 
the corona's spectrum, for we 
have only to assume that the 
particles are small in compari- 
son to the wave-length. A determination of the distribution 
of energy in the corona spectrum would bn useful in this con- 
nection. It would seem as if the red ought to be relatively 
feebler than in the solar spectrum. 

This explanation of the absence of radiant heat does not 
apply to the emission spectrum due to the incandescence of the 
particles, but it seems to me to be very probable that, if the 
incandescence is due to solar radiation alone, the scattered or 
reflected light will be greatly in excess of the emitted light. 
The temperature of a body near the Sun has been recently cal- 
culated by Scheiner' and found to be about 4000 dcu^rces at a 
distance of one half of the solar radius from the Sun's surface. 
Doubtless a body at this temperature e\'en if \cx\ minute will 
emit a powerful light, but the fact appears to ha\e been over- 
looked that a body placed in a radiation intense cnouiih to |)ro- 
duce this high temperature will — if it be large — rctlect. or if 
small diffract an amount of light which will be commensurate 
with the amount emitted. It occurred to nic that any determina- 
tions of the ratio of emitted to scattered light of a body brought 

' ASTROPHYSICAL JOURNAL, July IQOO. 
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to incandescence by solar radiation would perhaps throw some 
light on the problem. The question could, it seems to me, be 
at once settled if we had a burning glass capable of giving a tem- 
perature of 4000 degrees at its focus, as this is the upper limit 
placed by Scheiner for a small black spherical particle at a dis- 
tance of less than half a radius from the surface of the Sun. The 
corona can, however, be followed to a distance of from two to 
three diameters, consequently we are not obliged to limit our- 
selves to particles in such proximity to the radiating surface. 
Using the values for J^ and cr adopted by Scheiner, which will 
be more apt to give too large than too small values, I have cal- 
culated the temperatures and intensities of radiation at various 
distances from the Sun. These are given in the following table. 
The distances from the surface are given in the first column, 
the intensity of the radiation (the intensity at the Earth's dis- 
tance being unity) in the second, and the corresponding temi)era- 
ture of a black spherical body in the third. 

Distance Intensity of Radiation Absolute Temp. 

'i Radius 23000 4 1 60 

I Radius 1 1600 3500 

1 Diameter 5160 2870 

2 Diameters i860 2200 

3 Diameters 923 i860 

I had at my disj^osal a silver concave mirror of short focus, 
the area of which was 803 sq. cm, which gave an image of the 
Sun 9 mm in diameter, or of area 0.63 sq. cm. The ratio of 
these areas is the measure of the intensity of the radiation at the 
focus, and is 1270, corresponding to that at a distance of between 
two and three solar diameters. The sunlight, however, passed 
through the window and through the glass of the mirror, con- 
sec juentlv a considerable amount of energy is lost by reflection 
and absorption. That due to the former can be calculated by 
Frcsnel's formula, and is found to be, for four glass surfaces, at 
noruhil incidence about 0.2 of the whole. This will bring our 
intcnsilv down to a little less than lOOO, which, neglecting 
atmospheric absorption, corresponds to the intensity at a dis- 
tance of three solar dianieters. 
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The temperature at the focus was found to be 1 100'', copper 
being melted with ease. The mirror was provided with a 
diaphragm, as shown in Fig. 3, by which the intensity of the 
radiation at the focus could be controlled. One side of the 
square aperture was graduated to centimeters, and the area of 
the exposed portion of the mirror 
could be at once determined. Deter- 
minations of the temperature at the 
focus, with different apertures, were 
made in the following way. A number 
of alloys and metals fusing at tempera- 
tures varying from 185° C. to iioo'" C. 
were rolled into sheets of foil of uni- 
form thickness, from which disks, a 
trifle smaller than the image of the 
Sun at the focus of the mirror, were 
cut. Each disk was supported by a very thin strip of the same 
metal, to lessen as much as possible losses by conduction. The 
disks were smoked in a candle flame and the number of s(|uare 
centimeters of mirror necessary to fuse each determined. The 
radiating surface was of course double the area of the surface 
receiving the radiation, while in the case of a s[)herical particle 
it is four times as large ; consequently the temperatures taken 
by the disks were much higher than we should have in the case 
of solid particles. This was easily shown by a tem|)craturc cali- 
bration of the mirror made with a mercury thermometer. Vox 
example, 100 square centimeters of mirror surface were suflicicnt 
to melt the zinc disk (415°), while 200 sq. cm radiating against 
the thermometer bulb, produced a temperature of only 2'jo'\ 

Though the temperature at the focus was not as high as 
would be desirable for a conclusive test, it seemed that some 
notion of the ratio between the emitted and diffracted light 
might be obtained by bringing bodies brought to full incandes- 
cence by other means into the focus. I have already mentioned 
the experiment of illuminating a flame with the concentrated 
beam. Here we have small black particles at a temperature of 
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say 2000° (based on the fact that fine platinum wire fuses in the 
flame). It was found that in the case of a candle flame the 
radiation from 25 sq. cm of the mirror's surface caused the 
Fraunhofer lines to appear in the spectrum of the flame. This 
means that solar radiation only forty times as intense as the 
radiation at the Earth's distance will be scattered to such an 
extent by small particles, themselves radiating in virtue of a 
temperature of at least 1200, and possibly 2000 degrees, that the 
diffracted light is at strong as the emitted. This last statement 
is based on Hastings' statement in his eclipse report that the 
Fraunhofer lines remain visible until the sunlight is diluted with 
rather more than an equal amount of continuous spectrum 
light. 

In the case of a flame of illuminating gas a radiation of 
intensity 230 was necessary to bring out the lines in the spectrum. 
This seemed somewhat surprising at first sight, for the tempera- 
ture cannot be very different in the two cases, and the color of 
the flame was about the same as that of the candle flame. I 
found by a little experimenting that the probable cause was to 
be found in the smaller size of the particles than in their higher 
temperature. A gas flame from a large aperture, say 3 mm in 
diameter would show the lines with an illumination from 121 sq. 
cm of mirror, while a flame from an a[)erture of say 0.5 mm, 
which could not be distinguished in appearance from the other 
flame, would not show the lines even when illuminated with the 
full radiation of the entire mirror (over 800 sq. cm). I can 
onlv explain this anomaly on the supposition that in one condi- 
tion the carbon particles are set free in a much more finely 
(li\'idc(l state than in the other. 

In Fig. 4 are reproduced photogra[)hs of a gas and candle 
llanie close tOLj;'ctlu'r, both traxersed bv the concentrated beam 
from the entire mirror. The gas tlame is burning from a small 
aperture, and shows no trace of the illuminating beam, while the 
candle tlame is intensely illuminated. The two prints are given 
of the ncLiatixe to enable a better idea of the relative intensitv 
of the candle flame and the spot of sunshine on it to be formed. 
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Summing up the results thus far it seems safe to assert that 
a radiation 40 times as strong as the radiation at the Earth's 
distance is sufficient to show the Fraunhofer lines in the spectrum 
of matter incandescent at say 1500'' (to take an intermediate 
value). Now at the distance from the Sun taken by Scheiner, 
where the temperature will be 
4000^, we have a radiation 23,000 
times as intense as the radiation 
at the Earth's distance. The 
scattered light will increase di- 
rectly in proportion to the inten- 
sity of the radiation, that is it 
will be 575 times as intense as in 
the case of a flame illuminated 
by light 40 times as bright as 
ordinary sunlight at the Earth's 

surface. Whether the intensity of the emitted light will increase 
in like proportion is the question on which the appearance of 
the Fraunhofer lines depends. If we could raise small particles 
to a temperature of 4000'' and then illuminate them with sunlight 
of sufficient intensity to bring out the lines we should have a 
direct answer to the question, but this I have been unable to do. 

The temperature of the arc has been estimated at about 
4000% but the intensity of the radiation at the focus of niy 
mirror is insufficient to accomplish the desired result in this case. 
I have experimented with various sources of H^'ht and then by 
comparing their intensities have been able to arrive at a fairly 
definite conclusion. The results of these experiments arc i^iven 
in the following table. The intensity of the solar radiation neces- 
sary to cause the appearance of the dark lines in the spectrum of 
the illuminated spot on the incandescent source, is expressed as 
before in terms of the normal solar radiation at the Earth's surface. 

liitfusiiy of Kadi.nti'Mi 



Source of Light 

Welsbach mantle - 

Candle flame 

Platinum at melting point 

Calcium light 

Carbon rod in oxy-hyd. flame 

Illuminating gas flam 



8 
40 

3- 
100 
100 
-30 
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The Welsbach mantle is at a temperature of probably 1500 
more or less : being a white substance it reflects strongly and a 
surprisingly feeble solar radiation is sufficient to impress the 
solar spectrum on it. Probably the carbon particles in the gas 
flame are at a temperature nearly as high, but it does not seem 
to me that we are justified in comparing the light diffused by a 
solid with the light diffracted by small particles. How much 
stress can be laid on the results obtained with sources of light in 
the form of compact solid masses I do not feel prepared to say. 
It is interesting to see that the same intensity is required for a 
white lime cylinder and a black carbon rod in the oxy-hydrogen 
flame. The lime cylinder is many times as bright as the carbon 
rod, but being white it reflects strongly. I have made photo- 
metric determinations which arc recorded in my notes as follows. 
The arc light is 6 times as intense as a lime cylinder illuminated 
with the full aperture of the mirror. The arc is 36 times as bright 
as a carbon rod illuminated in the same way. It would appear 
from this that a radiation 36 times as intense as that produced 
by my mirror would be necessary to cause the arc to show the 
Fraunhofcr lines, whereas a white substance at the same tem- 
perature would show them under an illumination 6 times that 
produced by the mirror. At the distance from the Sun's surface 
taken by Scheiner in his calculations the radiation would be some 
2^ times stronger than that of the mirror. A black substance 
would then reflect and emit about the same amount, while a 
white substance would reflect much more than it emitted. 
Whether this will hold for very small particles or not I do not 
know. It is almost impossible to draw any conclusions regard- 
ing a body at such a high temperature as 4000°, but if we retreat 
to a greater distance from the Sun, say to a distance of 2 diam- 
eters, where the upper limit that we can assign to the tempera- 
ture is only a little over 2000"^", it is easier to apply the experi- 
mental data. Here the intensity of the solar radiation will be 
only about double that at the focus of the mirror, and practi- 
cally eycrythi ng emitting light at this temperature (melting 
platinum, carbon and lime in the oxy-hydrogen flame) showed 
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the Fraunhofer lines when illuminated with very much less 
than the full aperture of the mirror. The exception is the gas 
tlaine from a small aperture, but I am inclined to regard this as 
a case of particles too small to scatter any appreciable amount of 
light, rather than a direct temperature effect. 

I am well aware that the results and arguments set forth in 
this paper are open to criticism from every side. There is prob- 
ably no field of research in which there are so many pitfalls as 
that of radiation and emission. I feel that much more satis- 
sactory conclusions could be reached with a mirror which would 
give an intensity at the focus of say lo times that with which I 
have worked. In the present case too much dangerous exter- 
polation is required in drawing conclusions. Some of the results 
seem to me to be interesting and if they prove suggestive iii 
any way to others better qualified than myself to discuss the 
problem, I shall feel well repaid for the work. 

The absence of radiant heat in the spectrum of the corona 
indicates apparently that the amount of light emitted in virtue 
of incandescence must be small. It has also been supposed to 
indicate an absence of reflected sunlight, but this we sec can be 
explained by the small size of the particles. My ])rescnt notion 
is that the path of least logical resistance is to assume that in 
the corona we have very minute particles shining principally by 
diffracted sunlight, and moving towards or away from the Sun 
with sufficient velocity to preclude the appearance of the Fraun- 
hofer lines in the spectrum by Doppler's principle applied to the 
line of sight component of velocity. 

The breadth of the " 1474" corona line in Professor Camp- 
bell's photograph indicates the strong probability of internal 
motion in the corona, and I see no reason why this motion can- 
not be postulated for the diffracting particles as well as for the 
incandescent coronium vapor. 

Much light can be thrown on the nature of the corona by a 
more complete study of its polarization. The Sumatra eclipse, 
on account of its long duration, will furnish exceptional oppor- 
tunities for work of this sort. For preliminary work with 
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apparatus arranged for the study of the polarization of the 
corona, I believe that an artificial corona that I have rccentlv 
devised will be found most useful. It resembles the real corona 
in a most striking manner, and is polarized in the same way. I 
have published a brief account of it in Science. 

A rectangular glass tank about a foot square on the front and 
five or six inches wide, and a six-candle-power incandescent 
lamp are all that are necessary. The dimensions of the tank arc 
not of much importance, a small aquarium being admirably 
adapted for the purpose. The tank should be nearly filled with 
clean water, and a spoonful or two (the right amount determined 
by experiment) of an alcoholic solution of mastic should be 
added. The mastic is at once thrown down as an exceedingly 
fine precipitate, giving the water a milky appearance. The wires 
leading to the lamp should be passed through a short glass tube, 
and the lamp fastened at a right angle to the end of the tube with 
sealing wax, taking care to make a tight joint, to prevent the 
water from entering the tube. Five or six strips of tin foil are now 
fastened with shellac along the sides of the lamp, leaving a space 
of from3.< to I mm between them. The strij^s should be of about 
the same width as the clear spaces. They are to be mounted in 
two grou[)s on opposite sides of the lamp, and the rays passmg 
between them produce the polar streamers. The proper number, 
width, and distribution of the strips necessary to produce the 
most realistic effect can be easily determined by experiment. A 
circular disk of metal a trifle larger than the lamp should be 
fastened to the tip of the lamj) with sealing wax, or any soft, 
water-resisting cement; this cuts oi^ the direct light of the lamp 
and represents the dark disk of the Moon. The whole is to be 
immersed in the tank, with the lamp in a horizontal position, and 
the metal disk close against the front glass plate. It is a good 
plan to have a rheostat in circuit with the lamp to regulate the 
intciisitv of the illumination. On turning on the current and 
scatini^ ourselves in front of the tank, we shall see a most beau- 
tiful corona, caused by the scattering of the light of the lamp 
hv the small particles of mastic suspended in the water. If we 
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look at it through a Nicol prism we shall find that it is radially 
polarized, a dark area appearing on each side of the lamp, which 
turns as we turn the Nicol. The illumination is not uniform 
around the lamp, owing to unsymmetrical distribution of the 
candle power, and this heightens the effect. If the polar 
streamers are found to be too 
sharply defined or too wide, 
the defect can be easily reme- 
died by altering the tin -foil 
strips. The eclipse is not yet 
perfect, however, the illumina- 
tion of the sky background 
being too white and too brill- 
iant in comparison. By adding 
a solution of some bluish-green 
aniline dye (I used malachite- 
green) the sky can be given its 
weird color, and the corona 
brought out much more dis- 
tinctly. If the proper amount of the dye be added, the sky can 
be strongly colored without apparently changing the color of the 
corona in the slightest degree, a rather surprising circumstance, 
since both are produced by the same means. We should have 
now a most beautiful and perfect reproduction of the wonderful 
atmosphere around the Sun, a corona of pure golden white light, 
with pearly luster and exquisite texture, the misty streamers 
stretching out until lost on the bluish-green background of the 
sky. The rifts or darker areas due to the unequal illumination 
are present, as well as the polar streamers. The effect is heiglit- 
ened if the eyes are partially closed. 

A photograph of one of these artificial eclipses is rc|)roduccd 
in Fig. 5. Much of the fine detail j)rcscnt in the negative is lost 
in the print, and still more will doubtless go in the process of 
reproduction. The coronal streamers extend out much farther 
than is indicated by the photogra[)h. No esj)ecial }):iins were 
taken to get the polar rays just right. 

University of Wisconsin. 



A PRELIMINARY DETERMINATION OF THE MOTION 
OF THE SOLAR SYSTEM. 

By \V. \V. Campbell. 

The first investigation undertaken with the Mills spectro- 
graph, in May 1895, related to the determination of the radial 
velocities in the system of Sa/um.^ It confirmed, in all respects, 
the noted results announced by Professor Keeler a few weeks 
earlier. Determinations of stellar velocities were now under- 
taken, and results of considerable accuracy were at once obtained. 
The observed velocities of a bright solar type star could be 
depended upon to fall within a range of five or six kilometers. 
However, it soon became apparent that the instrument contained 
many defects. .Some of these, with their remedies, have been 
described in my article on "The Mills Spectrograph," in this 
JouRNAT, for October 1898; but the large majority were purely 
local, and do not call for s])ecial comment. The greater part of 
the first year was devoted to isolating and eliminating these 
defects; and it was not until the summer of 1896 that results 
considered satisfactorv for publication were secured. Added 
precautions taken, and im|)rovements made in the instrument 
and methods, have shown corresponding and gratifying increase 
of accuracv from year to vear. 

Following the methods of observation already described in 
this jouRNVL, two thousand spectrograms have been secured since 
tlic summer ui 1 896. These include : plates of the solar sj)ectrum 
for determining the camera focus and scale values; plates of 
stellar s])ectra for determining the focus of the 36-inch objective 
at different temperatures ; plates of comparison spectra, etc.; 
j)erhaj)s one hundred stellar s|)ectrograms rejected for cause, 
without measurement; and in the neighborhood of fifteen hun- 
dred satisfactorv spectrograms of about three hundred and 

' A>l KoIHVSlCAI. joIKNAI , .\ll^U.st 1S05. pp. I27 J J^$. 

So 
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twenty-five stars, situated between the North Pole and Declina- 
tion — 30''. At least three or four hundred of these photographs 
relate to spectroscopic binaries, for some of which, such as ^ 
Gemmorum, nearly fifty plates were needed. 

It is not practicable to publish the observed velocities at the 
present time, for two reasons : 

(A) Many of the plates have been only partially measured, 
and reduced by approximate methods. Experience shows that 
these approximate results may be changed as much as i^ km 
by the final measures and reductions, though the average change 
is much less. 

(B) The reductions have not been based upon the definitive 
wave-lengths of the solar and comparison lines. These are not 
yet available, but they are expected soon. 

Repeated requests have been made that the observations 
already secured should be used to determine the motion of the 
sular system with reference to the system of observed stars ; 
and it is the purpose of this article to communicate the prelim- 
inary results of such an investigation. 

Omitting several Type I stars whose lines could not be 
accurately measured, and some thirtv s[)ectroscc)|)ic and visual' 
binaries for whose centers of gravity the velocities arc not yet 
known, there remain 280 stars available for determining the rela- 
tive motion of our system. Inasmuch as this number is con- 
stantly increasing with the progress of the observations, and in 
a few years will, I hope, be doubled and include stars distributed 
over the entire sky, it did not seem necessary to form an e(}ua- 
tion of condition for each star. The 2S0 stars were divided into 
80 groups, by combining neighborinf^^ stars into one grcjup ; 
taking the mean of their individual \elocities as the velocilv of 
the group. The data for each of the 80 groui)s are contained in 
the first four columns of Table I. 

Let V be the observed speed of a star with reference to the 
solar system ; F' the Sun's speed with reference to the s\steni of 
280 observed stars; and Z^ the angular distance of a star from 

'Such as Siritis^ Procyon. etc. 
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the apex of the solar motion. Then each star, or each group of 
stars, furnishes an equation of condition having the form : 

Fees D — V = o. ( 1 1 

Let tto, So be the coordinates of the apex, and a, h those of 
the star; then we have cos D defined by the well-known equa- 
tion for the distance between two stars or points, 

TABLE I. 



No. of 


Mean 


Mean 


Mean 


No. of 


Mean 


Mean 


Mran 


Stars 


R. A. 


Dec. 


Observed | 
Velocity 


Stars 


R. A. 


Dec. 


()(. served 
Velocity 




h m 




k 




h m 




k 


2 


26.5 


-14^:0 


+17.0 ! 


3 


12 20.4 


--43-0 


- 4-7 


6 


40.0 


-h57-8 


-10.3 ' 


3 


12 3S.7 


-22.5 


1-7 


5 


450 


+28.2 


-24.2 , 


3 


12 4«.I 


4- 4-Q 


-17.0 


3 


I 23 


— 10. 1 


-fi2.7 ' 


2 


13 6.2 


4-23-2 


- "6.2 


4 


I 35.5 


H-43-9 


-f 0.2 1 


2 


14 9.2 


- 7-6 


-i- 3.0 


3 


1 43-7 


+ 10.6 


4- 7.3 ; 


5 


14 14.9 


4-18. 1 


— 3-9 


2 


I 47.4 


— I () . 


+ 2.5 1 


2 


14 29.5 


-25.6 


4-II.8 


2 


2 2.() 


+24.2 


—19.0 


7 


14 5J^.o 


4-29.6 


— M.I 


Q 


2 38.5 


-14.1 


- 3-2 1 


4 


15 2.4 


4-40.0 


-28.5 


3 


2 54.4 


-^ 0.1 


-f-21.7 ' 


4 


15 23.2 


4- 4.8 


- 70 


5 


2 55-4 


+ 50 -2 


+ U.6 


4 


15 27.4 


+65.8 


-14.2 


4 


3 3 X 


1 412 


-f 4.5 


4 


15 41-4 


-12.9 


— I.O 


3 


3 1^-9 


4-13-6 


. 6.7 


4 


16 17. I 


-20.8 


— II . I 


3 


3 45.8 


- 9.2 


-10.7 


4 


16 32.8 


- 8.q 


- 7-0 


3 


4 3-2 


-17 -3 


-34 •« 


3 


16 38.0 


4-13.3 


— 26.0 


5 


4 16.0 


+ 18.0 


-:-35-5 


3 


16 49.5 


+35-9 


— 29.0 


2 


4 29.7 


-f79-« 


— VO 


}> 


17 44.7 


-f53.6 


-22.3 


4 


4 46.8 


+44-7 


-h 8.2 


4 


17 53-6 


4-29-5 


- 9-9 


3 


5 15.7 


+37.4 


+30.7 


3 


17 53.8 


+ 5-3 


- 7-5 


2 


5 170 


+ 7.1 


+22.0 


6 


18 18.6 


- 7-2 


- 5-4 


4 


5 23.5 


— 20.9 


-'- 1.8 





18 36.4 


-235 


-23-5 


3 


s 32.0 


- 7-5 


- 0.7 


3 


18 ^8.6 


4-19.0 


-28.5 


3 


5 51.5 


+57.7 


-f 5-0 


2 


IS 430 


4-41.2 


— 20.S 


4 


6 1 8 . 1 


+ 25.0 


+24.8 , 


6 


18 48.9 


4-69.6 


4- 6.4 


2 


6 41.0 


-I^.6 


-f-so.q 1 


4 


19 42.1 


-h 6.2 


— 19.9 


^ 


43-3 


-f 16.7 


-f- b.3 1 


5 


19 42.6 


--2^6 


— II .6 


3 


7 32.4 


+ 27.0 


+ 11. 3 


4 


20 3.6 


4-55-4 


-44.2 


2 


7 33.8 


-2S.I 


4-42.0 , 


3 


20 19.3 


- 9.1 


- S.7 


2 


7 47-0 


+ 0.3 


4-34.0 ' 


3 


20 48-9 


4-43-3 


4- i-o 


2 


7 !;o.() 


— 0.0 


• 2 I . f) 1 


5 


20 58. 5 


4-12.8 


-28.2 


4 


S ^0.6 


+ 10.5 


-t 20.9 1 


5 


21 1.3 


4-31-9 


— 2.0 


2 


8 57.8 


• :^2.0 


4-25-2 1 


4 


21 24.6 


-K^.S 


— 2.9 




8 5.S.0 


-4-05.7 


- 40 


3 


22 00.2 


4-12.7 


— 7-3 




(> 10.2 


+ 47.2 


4-19.0 


2 


22 13.6 


4-54.7 


-14.2 




Q 27.2 


- 3-7 


4-12.3 


4 


12 32.6 


- 6.7 


- II - 3 


- 1 


57-2 


^-^^^.:^ 


— iq.2 


5 


22 52.9 


-h25-4 


— 0.2 


:^ 1 


10 40.2 


15.2 


4-io.() 


2 


1}, 10.6 


-h7i.4 


— 2t>. ; 




10 ;4.7 


• ^S . 1 


— 2.8 


4 


2}, 10.7 


-18.7 


4- 5-6 


J 


II 1 1 .(. 


()(>.! 


- 0.0 


2 


23 lO.O 


4-43 -S 


— 2.0 


6 


II ^>J.8 


-t- r..2 , 


4- 3-7 


4 


23 31.0 


4- 5.0 


— O.Q 
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cos Z?= sin 80 sin 8 + cos 80 cos 8 cos (a^ — a). (2) 

If we place 

^= ^sin 80 \ 

y =zz FCOS tto cos 8„ \ (3) 

3 = ^sin tto cos 80 ) 

equations ( i ) take the form 

sin 8 . .r + cos a cos 8 .^ + sin a cos 8.2 — v ^^o (4) 

from which the values of x.y^ and ^ may be determined; and 
the values of F, a^, and 8^ may then be found from (3) by the 
relations 

V ^ x* -\- y' -^ z' 

z 
tan a, 



y 

sm \--y 



(5) 



The values of a and 8 for each group were substituted in 
equation (4), and the resulting equation was weighted in pro- 
portion to the number of stars on which it is based, as indicated 
in column i of the table. The eighty equations thus formed 
were combined and solved by the method of least scjuarcs, and 
the following elements of the solar motion were obtained : 
V — — IQ.89 km =h 1.52 km 
ao= 27730' rb 4-8 
«o= + 1958' ±5-9 

The list of stars employed in this investigation includes all 
that were available: none were rejected arbitrarily, on account 
of very high speed or otherwise. The results represent the solar 
motion relative to the entire system of observed stars. Had a 
dozen stars of great velocity been rejected, the s])ecd and direc- 
tion of the motion would have been only slightly different, but 
the computed probable errors would have been very much 
smaller than those appended. 

On the basis of these elements, the component correction for 
the solar motion was computed and applied to each star. The 
280 results obtained in this manner represent the individual 
stellar components of motion in the line of sight, with reference 
to the entire system. Of these there are 
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Km per second 

151 positive, average, 4 17.01 
129 negative, average, — 17.10 

280 numerical average, 17.05 
The average component velocity of each star in a plane at 
right angles to the line of sight is therefore 

- . 1 7.05 = 26.78 km per second ; 

and the average velocity in space of each star in the system is 

2 X 17.05 = 34.10 km per second. 
The Sun's relative velocity, 19.9 km, is therefore much smaller 
than that of the average star of the system, 34.1 km. 

The 280 stars were classified roughly, according to their spec- 
tral types, in the following manner : the Harvard Photometry 
contains estimates of their brightness, based upon the visual 
radiations. The Draper Catalogue estimates their brightness by 
virtue of the photographic intensities of their spectra in the H^ 
rec^ion. The difference between the visual and photographic mag- 
nitudes is very small in the case of the white stars, such as ^ 
Orionis; it is usually from 1.5 to 2.0 magnitudes for the solar 
type stars, such as /3 and 7 Andromedae ; and is fully 2.5 mag- 
nitudes for red stars, such as a Scorpii. 

In the system of stars observed, the difference of magnitude 
is erpial to or greater than i.o for 144 stars. Subdividing these 
according as their component velocities in the line of sight are 
positive or negative, we have 

78 positive, average component, -\- 17.07 km 
66 nei^ative, average conij)onent, — 14.99 

144 numerical average, - - - - 16.12 
Vox 136 stars the difference of magnitude is less than l.o, as 
follows : 

73 l)osili\e, average component, -f~ 16.94 km 
63 negative, average component, — 19-3- 

136 numerical average, - - - - 18.04 
The discrepancy of 1.9 km in the results is hardly sufficient 
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to justify any statement as to the effect of spectral type upon 
velocity. 

The relation between visual brightness and velocity was next 
investigated. 

Of stars equal to or brighter than 3.0 magnitude, there are 
26 positive, average component, -\- 13. 11 km 
21 negative, average component — 12.99 

47 numerical average, - - - - 13.05 
Corresponding velocity in space, - 26.10 

Of Stars lying between magnitudes 3.1 and 4.0 inclusive, 

there are 

59 positive, average component, +'7-70 km 
53 negative, average component, — 14.42 

112 numerical average, - - - - 16.15 
Corresponding velocity in space, - 32.30 

Of Stars fainter than 4.0 magnitude, there are 

66 positive, average component, + 17-93 km 
55 negative, average component, — 21.27 

121 numerical average, - - - - 19.44 
Corresponding velocity in space, - 38. 8S 

The progression in these results is so pronounced, and the 
differences are so large, that I think we arc justified in drawing 
the important conclusion that the faint stars of the svstcm are 
moving more rapidly than the bright stars. This apparent fact, 
derived quite independently of any assumption as to the relative 
distances of the stars of different magnitudes, should profoundlv 
affect the question of, and the methods of determining-, the 
structure of our sidereal system. If the fainter stars arc nioxing 
relatively more rapidly than has been previouslv assumed, they 
must be relatively further from us than the invcsti^^ations of their 
proper motions have led us to conclude. 

This progression is in no wise due to an increase of probable 
error of a velocity determination with dccrcasini^' niaii^nitude. 
The probable error of a single determination is well untlcr half 
a kilometer for such ercellent stars as Polaris and Procyon; and 
it is not much greater for fifth magnitude stars whose spectra 
contain well-defined lines; 
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The elements of the solar motion deduced above depend 
upon the assumption that their most probable values are those 
which make the sum of the squares of the residual stellar com- 
ponents of speed in the line of sight a minimum. This in turn 
assumes that the magnitudes of these components are distributed 
accordinij to the law of accidental errors. No doubt thev are 
distributed according to a somewhat different law, which I hope 
to investigate fully a few years later, before making a definitive 
determination of the motion, based upon a much larger number 
of stars distributed over the entire sphere.' 

The right ascension of the apex, 277''3o', agrees exactlv 
with the value deduced by Professor Newcomb' from all the 
"proper motion" data available; and differs only i'^30' from 
Professor Kapteyn's^ assumed value, 276°. My value of the 
declination, +19 58', differs widely from Newcomb's value, 
+ 35^, and Kaptcyn's, + 34 . It must be noticed that very few 
radial velocities arc available for the region — 15"^ to —30^, and 
none whatever south of —30^ declination. Fully one third of 
the skv is unre|:)resented in the solution. The data for deter- 
mining the declination of the apex are extremely unsvmmetrical 
in arrangement. The data north of the line of motion are fairlv 
complete, whereas the data to the south are very incomplete. 
To determine the declination therefrom is somewhat similar 
to flying with one wing very imperfect. The right ascension, 
on the contrarv, is determined from data reasonably symmetrical 
in distribution. 

A comparison of my results with those obtained by Stumpe^ 
from proi)er motions is of great interest. He classified the stars 
of rchitivclv large proper motions according to their visual 
magnitudes, with the following results for the position of the apex: 

' An ai]<liti(jnal rea><)n for delay arises from the fact that manv years of ob.serva- 
liMii arc ro(|unc(l U) c>tahli>h con^taiicv of stellar velocities, in some cases : of the 
stars ii->(.''l in the ahnve <lelerniiiiati>»n. two have since been discovered to have variable 

velocitK'-'. 

l.^fr •^■•'/linil Jvurn.il, No. 457, pp. 4.5. 
^ A'!fro)iomiMhf Xdr^tri, ht^ n. No. 34S7, p. 104. 
^ A. (yononiital Journal, No. 457. p. 5. 



Magnitude 


R. A. 


Dec. 


I to 5.5 


263?8 


+ 3I-I 


5.6 to 7.5 


290.7 


+ 37.5 


7.6 to > 


286.7 


+ 46.9 
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No. of Stars 
284 

473 - 
238 

In view of these widely different positions of the apex, it is 
perhaps not surprising that my result for declination, depending 
upon even brighter stars than his first group, should be smaller 
than any hitherto obtained. 

The motion of the solar system is a purely relative quantity. 
It refers to specified groups of stars. The results for various 
groups may differ widely, and all be correct. It would be easy 
to select a group of stars with reference to which the solar 
motion would be reversed 180° from the values assigned above. 
It is perhaps unsafe to draw conclusions, from my value of the 
declination, concerning the drift of the brighter (and presumably 
nearer) stars until the data from the southern sky arc available. 

Before making the preceding solution for the solar motion 
by the method of least squares, I had already made an apj^roxi- 
mate determination of the speed of the solar system, by a differ- 
ent method, as follows : the apical distance D of each star was 
computed from Newcomb's assumed coordinates of that point 
(a = 277:5, S= -|- 35^). The stars were formed into groups 
according to their apical distances, as indicated in the first 
column of Table II. The number of stars in each group is given 
in column two. The mean apical distance of the group is [/>] 
and the mean observed velocity is [r-]. It is interesting to note 
that each [z'] between apical distances o" and 90 is negative, 
and each one between 90° and 180' is positive. Each radial 
velocity furnishes an equation of condition of the form 

V- 7' sec /; - o, (0) 

from which to determine V. We shall assume that the weight 
of each determination is equal to cos D. The resulting value of 
V will now be given by 

S(//cos[Z>1.H sec |/)1) ^ :2 .; f^ 

2«cos[z^) :s// (OS [/;)■ ^'' 

Substituting the values of //, \v\ and [Z^] in this e(juation, I 
obtained 

V ^ — 20.4 km. 
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TABLE II. 



Apical distances 


n 


[/?] 


[r'] 


cos[Z?J 


0°— lO'' 


4 


7?4 


- 9.9 


+0.992 


10 — 20 


10 


15.5 


—24.0 


— .964 


20 — 30 


16 


24.7 


-17.5 


-- .908 


30 — 40 


24 


34.8 


-12.9 


— .821 


40 — 50 


24 


44.1 


-16.6 


+ .718 


50 — 6o 


29 


54.6 


- 6.1 


+ .579 


6o — 70 


29 


64.4 


- 7.0 


+ .432 


70 — 90 


47 


79.7 


- 2.7 


+ .179 


QO — no 


35 


99.4 


+ 8.0 


- .153 


no —120 


19 


n6.3 


--14.4 


- .443 


120 —130 


18 


124.4 


--13.8 


- .565 


130 —140 


10 


134-4 


-16.4 


— .700 


140 — 150 


5 


I45-I 


--14.6 


- .820 


150 — 160 


6 


i£;6.o 


—29.3 


- -914 


160 —170 


4 


164.0 


+ 6.0 


—0.961 




280 





r- 



S f, [r] 



3010 



20.4 km. 



2 « cos [Z^] 1475 

If we use this value of F as a basis for further approxima- 
tions to its true value, by the method of Kapteyn,' we shall 
obtain F= — 19 kilometers ; though it should be said that his 
method involves assumptions concerning proper motions. 

The foregoing data bear decisively upon the question of stellar 
parallaxes and other fundamental problems ; but these portions 
of the subject are reserved for a future paper. 

The work with the Mills spectrograph has furnished many 
important by-products. Special mention may be made of the 
discovery of an unexpectedly great number of spectroscopic 
binaries. Two or more satisfactory observations have been 
secured for each of 285 stars of my program. From the Mills 
spectrograph observations alone, we have discovered that thirty- 
one^ of these stars are spectroscopic binaries. To these we 
must add three binaries in the same list ' previously discovered 

' Aitrofiofftiiche Nachrichtdu, No. 3487. 

= Twenty-tive of thc\>e have been announced in this Journal, and six now await 
atmounccnicnt. 
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by another observer,' making thirty-four in all. That is, of 285 
observed stars, more titan one star in nine is a spectroscopic binary. 
Further, five additional suspected binaries await verification, and 
it is altogether probable that many other stars in the list are 
binaries awaiting discovery. Two plates are not sufficient to 
detect variable velocity, even in many cases of short period ; and 
still less are they sufficient in many cases of long period, now 
coming to light by virtue of our older observations. It is not 
improbable that at least one star in five or six will be found to 
be a spectroscopic binary ; and I should not be surprised to see 
a still larger ratio established. 

The proven existence of so large a number of stellar systems 
differing widely in structure from the solar system gives rise to 
a suspicion, at least, that our system is not of the prevailing 
type of stellar systems. The new field of astronomical research 
thus opened up is of great richness, and may well occupy the 
attention, for an indefinite period, of the large number of 
observers and institutions now engaging in its development. It 
is perhaps unnecessary to say that the measure of success attain- 
able is dependent upon the degree of accuracy ^ realized in the 
observed velocities. 

It is a pleasure to record that I \va\c been assisted most 
efficiently in these investigations, since August 1897, by Mr. 
\V. H. Wright, assistant astronomer. 

Lick Observatory, 

University of California, 

December 1900. 

' Dr. Belopolsky, at Pulkowa, a, 6V /////; ('rz/w; the well-known variable stars 
3 Cfphei and 17 Aquilae; and the independent and prior di.scovery of llie l)inary char- 
acter of the well-known variable, f Geminorum. 

'In the later observations of the i>csf s/,in with the Mills speclroLjraph, an 
extreme range of two kilometers wcmid aff^^rd strong suspicion of variable velocity; 
and the greater portion of a smaller range due to unavoidai)le errors would arise not 
from errors in the spectrograms, I believe, but from chanu;es in the observer's per- 
sonal habits of measuring the plates. 



THE MOTION OF ? GEMINORUM IN THE LINE OF 

SIGHT. 

By W. W. C A M r B E L L . 

f Gcminorii7n is a well-known variable star, discovered by 
Schmidt in 1847. ^^ varies from a minimum of 4.5 magnitudes 
to a maximum of 3.7 magnitudes in 5.015 days, and returns to 
the minimum in 5.139 days. According to Chandler' the period 
of 10.154 days is well defined, and constant; but Miss Gierke 
states^ that the period lengthened by ten minutes between the 
years 1847 ^^"^ 1890. The light-curve of ^ Geminorum is approx- 
imately represented in the upper part of Fig. i. 

This star was placed on the regular observing list for the 
Mills spectrograph. The second photograph of its spectrum, 
secured in January 1899, led to the discovery that it is a spec- 
trosco])ic binary. In response to my announcement of the 
discovery, published in this Journal for February 1899, Dr. 
Belopolsky kindly called attention^ to his prior discovery of its 
binary character, in January 1898. He had announced his dis- 
covery in a lecture before the Russian Astronomische Gesell- 
schaft ; though so far as I am aware no published statement was 
made. 

In the meantime, twenty-two spectrograms had been obtained 
here, ])rei)aratory to determining the orbit of the bright compo- 
nent ; and it seemed advisable to continue the observations with 
the Mills spcctrogra[)h. 

Forty-four spectrograms were secured between 1898, Novem- 
ber II, and 1900, February 11. The Greenwich mean times of 
observations are contained in the accompanying table, column 
one, and the observed velocities, in kilometers, in column three. 

^"Tliinl Catalogue of Variable Stars," As^trottomical Jour.^ No. 379, pp. 148, 
140; and by private letter, June 1900. 
=^ IVit System of tJiC Stars, p. 1:^3. 
^ Astrouotnischc Xachrichtcn, X<>. 3565, May 1890. 
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I fjoo— February . 

I SoS— November. 
iSqq— February. . 



April 

September 
October. . . 



February. . 



October. . . 

February. • 

April..;.. 

Oecemljer. 

January. . . 

December. 
:pco — January. . . 
I >9Q— December. 



1000- 



IQOO- 
1^09- 

lOCO- 



laoo- 

1000- 
iSgq- 



Januar)*.. . 
September 
1* ebruary. . 

December. 

-February.. 



January. . 
-February. 



January.. . 
-January. . . 
-November. 

April 

January. . . 
-January.. . 



-January. 



-January.. . 
-September 



April . 



Greenwich 
Mean Time 



Interval after 
Min. 



d 
II 
II 
II 
21 
21 
13 
13 
23 

4 
22 
22 
22 
25 
13 

5 
25 
24 
26 

15 
26 
26 
25 
27 
15 
15 
27 
28 
6 
6 
6 
27 
7 
7 
28 
29 
30 
10 
29 
30 
10 
30 
30 
21 
22 
12 
12 



h 
16.0 
18.7 
234 
16.3 
18.2 
16.8 

0.7 
239 

0.9 
16.5 
18.3 
18.3 

0.7 
16.0 
15.6 
20.6 

20.3 

0. I 

16.3 
18.3 
18.3 

21.0 
0.0 
18.3 
19.6 
23.1 
0.2 
20.7 
16.6 
17.7 
20.2 
17.2 
16.2 
20.2 
18.4 
0.4 
16.4 
18.4 
18. I 
19.4 

19 8 

21 . 1 

16.5 

0.0 

0.5 
17.8 



d 
0.017 
0.129 
0.246 
0.408 
0.488 
0.662 
0.688 
1.0^8 
1 . 388 
1-417 
1.492 

2.071 
2.550 
2.767 
2.979 
3-038 
3.125 
3-492 

4.067 

4-5tM 
4.646 
4.700 
5-083 
5-129 
5-367 
5.729 
5-775 
6.0S3 
6.221 
6.712 

7-033 
7425 
7 . 600 
7.8CO 
7.9S8 
8.412 

8.775 
9.017 
9.071 
t) . 500 
9.()5S 
9.83^ 
9.S58 



Observed 
Velocity 



Computed 
Velocity 



O-C 



k 
-f2I.O C 

+ 19.4 c 
4-19.9 c 
-f-17.9 w 
+ 16.3 w 
+ 13 3 W 
-f-14.6 c 

-j-IO.2 W 

+ 5-2 C 
7-0 w 



+ 



4-7 C 



-f 4.7 w 

-f 2.9 c 



-h 
+ 
+ 
-h 



+ 3 

-f 5 
+ 8 
-hii 



\V 
5 W 

3 C 

7 C 
7W 

5 C 
C 
2 c 

1.8 C 
3-8 C 
4-3 V\' 
7 W 
2 W 
9 C 
7 C 
9 W 

6 W 

4 C 
4 C 
6 W 

4 C 

5 (' 

2 c 



-f-12.6 W 
-^IVO \V 



-f 16.2 

-fi8.() 
+ 20 5 



C 

(; 
w 



-^20.1 w 
-h21.2 c 
+ 24.2 w 

: 2^^ C 

+23.5 w 



k 
4-19.0 
+ 18.3 
- 17-5 
+ 16.2 
+ 15.6 
+ 14.3 
-f 14.0 

+ n.3 

+ 8-7 
+ 8-5 
-h 8.0 
+ 8 
+ 4 

+ 

-i- 



+ 



0.2 
0-3 
1-7 
2.7 

2.7 
31 
3-7 
3-8 
3-8 
3-9 
3-8 
.^ • (> 
30 
2.9 
2. 1 
1 4 



.5 

— 7.0 
-f S.8 
-|-i I .0 

-fi'-7 
-1-17.6 

-f 20.() 
-h22.0 
4-22.1 
+ 22.3 
4--M.9 
-h2I.I 
4-21.0 



k 
4-2.0 
4-1. I 

-f-2.4 

+ 1-7 
+0 

— I 

+0 



-.5-3 

-1-5 

— 0.2 
+ 1.6 

+ ■ -? 

+0.9 
+ 1.0 

+ -!.^ 

+ 2.7 

+2-5 

— 0. I 

-0.5 
-0.9 
-2.3 

— 2. I 

— ^ I 
-ho. I 

4-0.3 



4-1.0 

+2.4 

-hJ.9 
4-1.8 

4-2.4 

4-1.0 

4-0.3 
-1.4 

-1-7 
- 1 . ^ 



— I.I 

4-2.3 

-f2.4 
■f2.5 



Thev are arranged in the order of the intervals alter the instants 
of minima, as indicated in column two. The letters C ami \V 
in column three indicate that the plates were measured by 
Campbell, and Wright, res|)ectivelv. Some time before the 
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observations were completed it was noticed that the velocity 
curve includes some curious irregularities. The later observa- 
tions were planned, in point of time, so as to fill in the small 
gaps of the curve ; and they leave no doubt that the observed 
irregularities are real. 

In Fig. I the unit of abscissae is one day, and the unit 
of ordinatcs is five kilometers. The Mills spectrograph observa- 
tions are represented by small circles, o ; each result being 
plotted twice in such a way as to show two complete cycles of 
velocity variations. The heavy irregular line drawn through the 
observed points is the curve of observed velocities. Its irregular 
character is well defined, and obviously does not represent 
motion in an ellipse. After some half a dozen trials of different 
systems of elliptic elements, the following were adopted, as they 
appear to afford the best possible elliptic representation of the 
observed curve. 

KLEMENTS. 

/'= +6.8 km, velocity of the system ; 

A = 15.7 km, greatest positive velocity of the bright comj)oncnt ; 
B — 10.7 km, numerical value of greatest negative velocity ; 
c- = 0.22, eccentricity of orbit ; 
t'J = 333 » position of periastron ; 
7" = + 1.313 days, time of periastron passage, referred to the instant of 

minimum brightness ; 
ii sin / = 1,797,800 km, projection of semi-major axis. 

The v^elocities computed from these elements for the instants 
of observation are contained in column four of the table ; and 
the corresponding curve is the lighter line in the lower portion 
of Fig". I. There is no satisfactory basis on which to compute 
the probable error of a single observation ; but a simple inspec- 
tion of Fig. I will show that it is in the neighborhood of four or 
five tenths of a kilometer. Except in good atmosi)heric condi- 
tions, it was diflficult to secure a satisfactory spectrogram when 
the brightness was a minimum. 

The observed velocity curve is alternately above and below 
the elliptic curve, and the intersections of the two occur at 
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approximately equal intervals of time. There are six of these 
intersections, corresponding to three complete periods or cycles 
in exactly one period of the light curve. The observations 
extend over fifteen months, or about forty-five complete periods ; 
and there is no reason to doubt that the apparent velocity curve 
repeats itself faithfully during each light period. 

It would be possible to explain fairly well the observed 
irregularities in the velocity by assuming that f Geminomm is a 
triple system ; that the bright component and a dark companion 
are revolving around their center of gravity in a period of 3.385 
days, with a velocity double amplitude of about 4.5 km for the 
bright component ; and that these two bodies are revolving 
around a third component in a period of 10.154 days. It is 
questionable, however, whether such a system would be a stable 
one. If the short period is exactly commensurate with the 
longer one, as it appears ofi the average to be, it would seem that 
the stability of the system would be open to question, especially 
since the amplitudes 4.5 and 26.4 are not very unequal. 

The constancy of the light period, the equality of the light 
and (apparent) velocity periods, and the satisfactory representa- 
tion of \.\\<i general ft a tures of the velocity curve, leave no doubt. 
I think, that the system is at least binary, and that the light 
variations are due in some manner to the influence of the com- 
panion. The/v7// of the orbit of the bright component, and its 
relation to the line of sight, arc shown in Fig. 2. E '\s the line 
of sight, is the center of gravity of the two components of 
f Geniniontm, P is the |)eriastron, and A the apastron. The 
points of the velocity curve corresponding to periastron and 
apastron arc likewise marked P and A. When the star's 
brightness is a minimum the bright component is at the point of 
the orbit marked Min, and the companion is somewhere on the 
line Oin. It is certain, therefore, that the light variation is not 
the result of an eclipse. 

(jr.mting that the variation in brightness is due to the influ- 
ence of the companion, the most satisfactory explanation avail- 
able seems t(j l)c that it arises from tidal disturbances in the 
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bright star's atmosphere, produced by the gravitational attraction 
of the dark component. In all probability the two components 
are only a few millions of kilometers apart, and their atmospheres 
may approach comparatively near to each other. Recalling that 
the eccentricity of the orbit is 0.22, and that the tide-raising force 
varies inversely as the cube of the distance between the masses, 
it is plain that the disturbances in the bright star's atmosphere 




Kir.. 2 



may easily be on an enormous scale, and be very different in 
different parts of the orbit. 

In this connection attention should be called to the fact that 
the minimum brightness occurs 1.3 days after periastron passage, 
and maximum occurs 6.3 days after periastron. It may be urged 
that if the disturbance is of tidal origin the maximum brightness 
should occur soon after periastron ; and perhaps this is true. 
But is it not also possible that the maximum tidal forces may lead 
to a strong expansion of the gases of the atmosphere and to a 
reduction of brightness ? The question must be left in an unsatis- 
factory state ; and a consideration of the phenomena of two other 
variable stars of the same class, 8 CcpJiei and 7; Aqnilac, affords 
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little assistance. In the case of each of these stars the bright- 
ness rapidly increases at the time of periastron passage and 
reaches a maximum very soon thereafter. This is perhaps what 
would be expected in the case of tidal disturbances, but it is just 
the opposite of the effect observed in ? Geminorum. However, 
the orbits of 8 Cephci and r) Aqiiilae are very eccentric, whereas 
that of ? Geminorum is much less so. The eccentricities in the 
three cases are 0.46, 0.47, and 0.22, respectively, and their 
periods are 5, 7, and 10 days. The first two are subjected to 
vastly more rapid changes of tidal forces than the last ; and that 
fact may account for very divergent effects. It is of interest to 
note that the brightness of 8 Cephci and r) Aquilae v^x'xc^s 1.2 
magnitude in five and seven days, respectively, whereas that of 
? Gcmitwrum varies only 0.8 magnitude in ten days. 

By way of explanation of the deviations of the observed veloc- 
ity curve from the elliptic curve, I think the probability is very 
strong that they arc minor tidal effects. Terrestrial tides run 
through their cycle in one period of the Moon — neglecting the 
second-order quantities in the [)Ositions and distances of the Sun 
and Moon. They are profoundly modified by the rotation of the 
earth, increasing their number from (roughly) two per month to 
two per dav. If tidal disturbances, with a double period of ten 
davs, are sufficient to account for the light curve of ^Geminorum, 
1 think it is not im[)Ossible that the irregularities in its apparent 
velocity arise from modifications in the tides caused by the 
rotation of the star. These modifications might affect the 
apparent \elocities in the line of sight in either or both of two 
ways, \'iz.: 

(A) Vi\ |)r()ducing an actual movement of considerable 
velocitv within the atni()S[)here ; and 

(H) Bv producing considerable variations of pressure within 
the absorbing laver, and consequent displacement of the spectral 
lines. The remarkably interesting results obtained by Professor 
Wilsiiig, <){ Potsdam, in his study of the phenomena of "new 
stars." are sufficient justification for the belief that enormous 
chaiu^es of pressure may occur in such disturbed stars as 
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K Geminorum, In this connection it is very desirable that the light 
curve of f Geminorum be determined with great accuracy, to 
ascertain whether the irregularities in the velocity curve may not 
have their exact counterparts in the light curve. 

These short-period irregularities have not been detected as 
yet in the velocity curves of S Cephei and 17 Aquilae ; but perhaps 
in these five and seven-day, and very eccentric, systems the 
periods of revolution and rotation synchronize. 

I recognize that the hypotheses advanced above are not 
now capable of proof, and I have endeavored to state them from 
that point of view. 

Fifteen observations by Dr. Belopolsky in 1898 and 1899 are 
plotted in the lower portion of Fig. i, being represented by an 
X. His observations, on the average, are six kilometers above 
my curve. 

Acknowledgments are due to Mr. Wright for skillful assist- 
ance throughout the investigation. 

Lick Observatory, 

University of California, 

December 1900. 



SOME STARS WITH LARGE RADIAL VELOCITIES. 

By W. W. C A M P B E L L. 

While pursuing the regular program of observation with the 
Mills spectrograph, it was found that the following stars have 
large velocities in the line of sight, as indicated below : 

6 ANDROMEDAE (a = 0*" 33"", 8 = + 28° 46 ' ) . 

1898 October 4 —83.4 km Wright 
October 9 — 83.3 Wright 

1899 August 29 — 84.6 Wright 

1900 August 22 — 83.4 Wright 

Mean — 83.7 

/x CASSIOPEIAE (a = i*^ 0"", S = + 54" 20' ). 

1900 September 9 — 97.2 km Wright 

September 18 —97.0 Wright 

December 11 — 98 Campbell 

The pro[)er motion of /x Cassiopciae is 3 '75 per year. Jacoby's 
parallax determined from the Ruthcrfurd photographs is of275. 
These correspond to a motion at right angles to the line of sight 
of 66 km per second, though this includes nearly the full com- 
ponent of the motion of the solar system. 

h LEPOKis (a = 5^ 47"". o, 8 = — 20'' 54' ). 

1 900 December 24 + 95 km Campbell 

December 25 +96 Campbell 

December 30 -f- 94 Campbell 

Q CAMS MAJORIS (a = 6^ 50"^, 8 = — I i'' 55')- 



1S97 


December 


15 


+ 96 km Campbell 


1899 


October 




16 


-h 96.0 Wright 


1900 


Ocl()l)cr 




9 


-f 95-5 Wright 




I PKCASI 


(^ 


; =: 


21^ i;"^, 8 := 4- 19-^ 23'). 


1900 


July 3 
July 8 
July 16 






— 75.7 km Wright 

— 74.9 Wright 
-77.1 Wright 

9S 



SOAfE STARS WITH LARGE RADIAL VELOCITIES 99 

tl SAGITTARII (a= 18*" 7'".8, 5 = — 21° 05'). 

1899 June 19 — 75 km Wright 

1900 May 30 — 76 Wright 

These measures are subject to an uncertainty of several kilo- 
meters, on account of the character of the spectrum. 

Lick Observatory, 
December 1900. 
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ON THE HEAT RADIATION OF ARCTURUS, VEGA, 
JUPITER, AND SATURN. 

By E. F. Nichols, assisted by A. L. Colt on and C. K. St. John. 

In 1888 Professor C. V. Boys,' equipped with his newly 
invented radiomicrometer, began a series of measurements to 
determine the heat radiation of the brighter stars. The pub- 
lished results of the work of Dr. Huggins,= in 1869, and of 
Stone's experiments^ on the same subject, in 1870, had encour- 
aged him to hope that the far greater sensitiveness to heat radia- 
tion, gained in the new radiomicrometer over the thermoj)ile (or 
thermojunction) and galvanometer used by Huggins and Stone, 
might make possible a comparison of even the fainter red stars, 
comets and nebulae. The failure which attended the earlier 
observations on the brightest stars and planets led to an effort 
toward greater delicacy in the apparatus, and a higher degree of 
sensitiveness in the radiomicrometer was reached. 

In Boys' apparatus the receiving surface of a radiomicrom- 
eter suspension was mounted in the focus of a 16-inch reflecting 

« C. V. Boys, Proc. Roy. Soc, 47, 480. No. 291. 1S90. 
•W. irtJGGINS, Proc. Roy. Soc, 17, 309, 1S6S-9. 
3 E. J. Stone, Proc. Roy. Soc, 18, 159, 1S69-70. 
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telescope of 67.8 inches focal length. The most delicate sus- 
pension employed presented a blackened receiving surface of 
4 sq. mm at the sensitive junction, and was hung from a quartz 
fiber of tj^yVf ^"^^ diameter. The period of vibration was 10 
seconds and the sensitiveness was such that without mirrors or 
lenses for concentration, the heat from a candle at a distance of 
60 inches gave a deflection of 60 mm. A further test of the 
sensitiveness of the radiomicrometer connected with the reflector 
showed that on a dry, clear night a deflection of 38 mm could be 
obtained from a single candle at a distance of 250.7 yards. 

Professor Boys' observations were continued, at intervals, 
from September 1888 to April 1890, and the objects observed 
were the Moon, Venus, Jupiter, Saturn, Arcturus, Vega, Capelia, 
Altair, and other stars. With the sensitiveness used, iTjoVoir ^^ 
the heat sent by the full Moon to the mirror could have been 
detected. Slight deflections, which Boys himself regarded as of 
questionable origin, were obtained on one occasion from Venus. 
From none of the other planets nor stars were any indications 
of heat observed ; certainly not as much, according to Boys' 
reckoning, as would be received by the mirror from a candle at 
the distance of 1.71 miles, were it not for atmospheric absorption. 
Boys' results show conclusively that the heat effects obtained by 
Huggins and by Stone must have been from accidental sources 
and could not have been due to the radiations from the stars, 
to which they were attributed. The measurements to be given 
later in the present paper will be seen to justify Boys' conclu- 
sions concerning his own measurements, and to confirm (were 
further confirmation necessary) his opinion of the accidental 
origin of the heat measured by Huggins and Stone. 

Mr. T. A. Edison,' while with the Draper eclipse party at 
Rawlins, Wyoming, in 1878, made a short series of observations 
on Arctunis to test the sensitiveness of his micro-tasimeter. 
The tasimetcr was [)laced in the principal focus of a 4-inch 
Doliand telescope. The result of five successive exposures gav^e 
consistent deflections on the side of heat. No very trustworthy 

' r. A. Kl)is»»N, Am. Jour. S<i.,6y, 52, 1879. 
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statements of the sensitiveness of the micro-tasimeter were 
accessible to the writer. One statement* gives the sensitiveness 
as such that the "heat of the hand at a distance of six or eight 
inches threw the galvanometer light-spot off the scale," a feat 
not beyond the powers of a moderately good thermopile in con- 
nection with a sensitive galvanometer. Again," it is stated 
that the instrument, in Mr. Edison's hands, was capable of 
** measuring the one fifty-thousandth of a degree of heat." 

The radiometer used in the present study is shown later to 
have been at least twelve times more sensitive than Boys* 3 radio- 
micrometer, which would show the one one-millionth of a 
degree rise of temperature. 

It appears, therefore, that an instrument capable of measur- 
ing temperature differences of the order of one ten-millionth of 
a degree Centigrade, placed in the principal focus of a mirror of 
two feet aperture, is required to show any indication whatever 
of heat from Arctunis. For a 4-inch aperture, a sensitiveness 
corresponding to the one one- hundred-millionth of a degree, or, 
more probably, the one one-thousand-millionth of a degree, would 
be necessary. That measurements with such a sensitiveness 
would be practically impossible with any except a compensating 
instrument, my own experience makes certain. That it is very 
easy to mistake deflections from accidental sources for legiti- 
mate ones, the experiments of Sir W. Iluggins and Dr. Stone, 
just cited, are ample evidence. It appears likely, therefore, that 
Mr. Edison was deceived in his supposed indications of heat 
from Arcturus. 

Later, Minchin,* working with a selenium photo-electric cell 
in the focus of a two-foot reflector, measured electromotive 
forces due to radiations from several planets and stars. It will 
appear later, in a comparison between Minchin's values and cor- 
responding values given in the present paper, that the photo- 
electric cell seems to be strongly selective in its action outside 
the visible spectrum ; so that its indications are probably not in 

' Chem. News^ 38, 57. * Chem. Neivs, 38, 26. 3 c. V. IJoYS, loc. cit., p. 496. 
*G. M. MiNCHiN, Proc. Roy. Soc, 58, 142, 1S95. 
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proportion to the total radiant energy received from the star : 
a conclusion which Boys* results serve equally well to establish. 

THE APPARATUS. 

I. The radiometer constmctioyi. — The heat measuring instru- 
ment used in the present study was of the same type as the 
compensating torsion radiometer, of which a description has 
already appeared.' The case of the instrument was made from 
a block of bronze 5x5x10 cm, the long axis of which was bored 
out from the top to within 7 mm of the bottom, by a hole 3 cm in 
diameter (Fig. i). Communicating with this axial boring were 
three lateral borings. Into a boring in the middle of the front 
face was soldered a tube 22 mm in diameter and 22 mm long, 
capped at the inner end by a circular brass plate with a central 
circular opening 13 mm in diameter. A screw thread cut inside 
this tube near the inner end was fitted by a ring nut. This win- 
dow was closed by a fluorite disk 21 mm in diameter and 3.41 mm 
thick, with plane parallel faces. The air-tight packing used 
during the summer of 1898 consisted of rubber washers smeared 
with Ramsey's j)reparation of paraffin, india-rubber and vaseline. 
These were placed before and behind the fluorite window. Pres- 
sure against the packing was produced by screwing up the ring 
nut. In the work two years later the window was simply 
cemented into place by Chatterton wax. The apex of the cone 
of star rays from the condensing mirror entered the radiometer 
by traversing the fluorite window, and could be directed to fall 
on one of the blackened surfaces of the suspension directl}'^ 
behind the window. On the opposite side of the bronze case a 
circular boring 11 mm in diameter was made, coaxial with the 
boring for the front window just described. The hole w^as 
earlier covered by a |)late of glass cemented on the back of the 
case, but later by a plate of fluorite to fit the instrument for the 
purpose of another study. Through this window at the back of 
the case, the star imaL»e in the radiometer, and the blackened 
vanes of the suspension, could be seen at the same time. The 

* K. V. Xi( Hol.^. Phy;i(\}I Kcvie:,\ 4, 297; aLso WicJ. Anu., 60, 401, 1897. 



HEAT OF STARS AND PLANETS 105 

third boring, 17 mm in diameter, entered the bronze well 25 mm 
lower than the other two, and on the left hand face of the block, 
as seen from the front. A piece of good plate glass was 
cemented over this opening, through which the deflections of 
the suspension were read by the telescope and scale method. 
To the top surface of the bronze case, a circular glass plate 
73 mm in diameter, with a central circular opening 35 mm in 
diameter, was cemented. Upon the upper surface of this plate 
rested a small bell of glass terminating in a tube. The flange 
of the bell was well ground upon the upper surface of the circu- 
lar plate. In the tube a short distance above the bell, was a 
stopcock with oblique bore. Beyond the stopcock the tube 
was attached by a rubber connection to a glass tube leading 
from a drying bottle, which contained phosphoric anhydride. 
Another glass tube leading away from the drying bottle was 
connected by a short rubber connector to a Gcisslcr mercury air 
pump. The rubber connections were all smeared on the outside 
with the Ramsey preparation, which made them nearly enough 
air-tight for the purpose in hand. In the interior of the bronze 
case near the top, a narrow brass ring was soldered, and upon 
this ring rested a light bridge, c (Figs. I and 2). A torsion 
head, a, carrying the upper end of the suspension, was in turn 
carried in a small square brass block by free to slide in a slot in 
the bridge c, permitting the suspension to be brought closer to, 
or withdrawn from, the fluorite window in front of it. The 
radiometer case was mounted on a tripod with leveling screws 
(not shown in the cuts). 

The radiometer suspension was built up on a whip of fine 
drawn glass 32 mm long, to the lower end of which w:is attached 
a small plane mirror 2.2 by 3 mm, made by silvcrin^^ a fragment 
of very thin microscope cover glass. On the axis 22 mm 
above the mirror, and in a plane at right angles to it, a delicate 
cross arm of drawn glass was fastened, bearing on its extremi- 
ties the two blackened radiometer vanes dd. The sensiti\e 
vanes were circles a])pr()ximatelv 2 mm in diameter, which, to 
secure lightness and uniformitv, were stamped out of thin mica 
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with a circular steel punch, made for the purpose. These vanes 
were uniformly coated with lampblack, and mounted as sym- 
metrically as possible with reference to the axis of rotation ef. 
To the upper end of ef a very fine quartz fiber 32 mm long 
was attached. The upper end of the fiber was made fast to a 
bit of steel wire, which passed up through a small hole in the 
axis of the torsion head a. The distance between the centers 
of the vanes was 4.5 mm. The attachments of the fiber, and of 
the small glass rods and mica disks were all made with shellac. 
No delicate balance was available, so the exact weight of the 
suspension could not be ascertained, but from comparison with 
several similar suspensions built earlier, its weight ought not to 
have exceeded 6 or 7 mg. 

2. The radioTneter as a vuasuring instrument. — It is hardly 
probable that the form and dimensions of the radiometer here 
described could have been of the most favorable proportions 
for the greatest sensitiveness. The whole matter of the radio- 
metric activity is too little understood to make theoretical 
speculations on the best form or proportions of parts of much 
practical value. My own experience, furthermore, has been too 
short to lead to any exact quantitative rules for construction. 
The instrument, as described, was built with the following con- 
siderations in mind : ( i ) It appeared from earlier experience 
that the maximum sensitiveness of the radiometer, as it changes 
with the pressure of the enclosed gas, increases as the vanes 
are brought nearer the window in front. They cannot be 
brought too near the window, however, and still keep the 
deflections closely proportional to the energy received for 
deflections widely different in magnitude. In the present instru- 
ment the vanes were from 2.5 to 3 mm behind the fluorite win- 
dow. For this distance it has been proved in an earlier paper ' 
that the deflections are pro[)ortional to the energy causing them. 
(2) The instrument must have as short a period as is consistent 
with a high sensitiveness. In the radiometer used in 1898, 
the period was 1 1 seconds, so that the maximum effect of an 

' E. F. Nichols, loc cit., p. 300. 
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exposure to a source of radiation was reached in ^y^ seconds. 
To accomplish this, as well as to insure a more constant zero by 
giving nearly equal exposure of both vanes to all objects in 
front of the radiometer, the vanes were brought close together, 

(3) The sensitiveness seems very closely related to the damp- 
ing, and this in an inverse order. For that reason the vanes 
were made as small as possible, and still be large enough to 
receive the whole planet or star image. In this way, with vanes 
of TT sq. mm exposed surface, a sensitiveness per sq. mm was 
obtained, six times as great as that (with nearly the same period) 
in a suspension with rectangular vanes 2 X 16 mm. It would 
doubtless have been better to still further reduce the size of 
vanes, if the work could have been done with sufficiently well 
figured reflectors so that perfect images had been possible. 

(4) Sensitiveness of the vanes under all circumstances is most 
intimately connected with the pressure of the surrounding gas. 
The pressure corrcs])onding to maximum sensitiveness could not 
be measured, because no pressure gauge was at hand. In a similar 
instrument, but with larger vanes, a pressure of 0.05 mm of mercury 
gave maximum sensitiveness. Fortunately the curve of sensi- 
tiveness, as dependent upon pressure, is a curve somewhat flat- 
tened at its maximum. Small changes of pressure at this point 
affect the sensitiveness but little. Some standard of radiation, 
such as a Leslie cube, or in very crude work, a candle, is needed 
as a reference, because there is no way of referring the sensitive- 
ness in the radiometer, as in the bolometer, to anything as defi- 
nite as the period of a galvanometer and the current through a 
bridge. It ought to be possible, however, by improved con- 
struction, to make the radiometer case more completely air-tight, 
or else to calibrate the sensitiveness as a function of the pressure, 
and measure this. I have not so far used the radiometer in a 
way which made such precautions necessary. 

As compared with the bolometer or thermopile, the present 
form of radiometer has the following advantages: (l) It is 
uninfluenced bv all mai^netic and thermoelectric disturbances, 
which beset a sensitive LTalvanomcter. (2) The radiometer is 
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free from any disturbances corresponding to the convection 
currents which arise about a heated bolometer strip. It has, 
however, the following disadvantages: (i) It is not so easily 
portable as the thermopile or bolometer. (2) All rays to be 
measured must traverse the window of the radiometer and be 
subject to its selective absorption and reflection. 

3. The arrangement of reflectors. — Observations were made in 
the month of August in the summers of 1898 and 1900. The 
arrangement of mirrors in the two series differed sufficiently to 
make separate description of the schemes desirable. The two 
plans are shown in Figs. 3 and 4. 

The room in which the experiments were made was the 
heliostat room ^ of the Yerkes Observatory. This room could 
hardly be improved in its appointments for the work in hand, 
and was in fact designed purposely for work of a similar 
nature. The gallery to the left of the double partition is 
provided with a movable roof and sides, which slide back 
between the walls of the enclosed room to the right, leaving 
only a low parapet above the level of the floor. The only open- 
ings through the double partition are a window large enough to 
admit the beam from the heliostat at H, and a passage way 
closed by double doors. The beam from the heliostat fell upon 
a two-foot (61 cm) concave mirror i)/ of 7 ft. 9 in. (233 cm) 
focal length, figured and silvered by Mr. G. W. Ritchey. The 
converging cone was caught on a small 45'' flat mirror,/ 4x6 
inches (10.2 X 15.4 cm), and directed thence into the radiom- 
eter case through the fluorite window, the focal point lying in 
the plane of the vanes. The heliostat, //, used in 1898, was of a 
modified Foucault type, built by Adam Hilgcr, and belonging 
to the Allegheny Observatory. It was made to carry a 17-inch 
fiat mirror, and was earlier used by Professor S. P. Langley in 
his work on the temperature of the Moon. As it was necessary 
to get a larger beam to fill the aperture of the 2-foot concave 
mirror, Mr. Ritchey selected from many pieces a sheet 30 X 36 
inches (76.2 X 91.4 cm) of best commercial ])late glass 3^^ in. 

•George E. Hale, Asirophysicai. Journal, 5, 260, ICS97. 
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thick. This plate was silvered by Mr. Ritchey, and mounted in 
a frame attached to the metal cell of the heliostat. Its thick- 
ness was not great enough to support its weight, and preserve a 
plane surface. Mr. Ritchey accordingly introduced a system of 
three levers in the bed of the frame, each lever pivoted at the 
middle, and carrying a cushion on either end. The glass rested 
on the cushions in such a way that each cushion was at 
the geometrical center of each sixth part of the mirror. By 
this means images sufficiently good for the purpose were in 
most cases obtained. The heliostat had unfortunately been a 
good deal worn and racked by use, and the load of the large 
mirror was more than it was built to carry, so that the manner 
of its driving and adjustment left much to be desired. The 
radiometer, R, was mounted on a wooden table, standing on an 
overhang built out from the long slate pier shown in the dia- 
gram. An observer at the telescope, T, read the deflections of 
the radiometer in millimeter divisions on a scale at S, behind 
and above him at a distance of about 6 feet (183 cm) from the 
radiometer. Cords connected to the slow motions on the helio- 
stat were brought to a point within convenient reach of a second 
observer at the telescope T' , which was focused on the sensi- 
tive vanes, as seen through the window in the back of the radiom- 
eter case. The latter observer could keep the star image 
constantly in sight, except when it fell upon one of the vanes, 
in which case a very small quantity of stray light in the image 
showed its position. 

THE AUGUST 1 898 OBSEKV- ATIONS. 

The first series of observations was made on Vega, the night 
of August 3, 1898. From July 5, when the work was begun, 
the time had been spent in building the radiometer and in 
assembling and adjusting the auxiliary apparatus. The work on 
the radiometer suspension was too hastily done, with the result 
that although the sensitiveness was in the main sufficient, the 
compensation was so poor that small disturbances in the sky 
and temperature changes in the room had too great an effect on 
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the zero. A light cardboard house was built around the radiom- 
eter case, which partly shielded it against sudden draughts, but 
its restlessness was in greater part due to unsteady sky condi- 
tions. It was found later that the coat of lampblack on the 
inside wall of the case, directly opposite the fluorite window, 
had been marred in a way to expose a portion of the cylindri- 
cal surface of the metal. Rays which came from the mirror in a 
particular direction and were focused in the plane of the vanes, 
were reflected by the exposed wall and brought to a focus on 
the back surface of one vane. This discovery accounted for 
some of the restlessness of the suspension in use. 

TJie method of observing. — As a result of the experience of 
others, it was obvious at the outset that no form of shutter 
could be used in making the observations, and that to obtain 
results of any value the radiation from the star must be directly 
compared with that from the open sky, at a point very near the 
star. It was further desirable that the motion of the mirror, by 
which the star image was exchanged for a sky image, should be 
small, and take place as far from the radiometer as possible. 
With an observer at each of the telescopes T and T\ the 
observer at T watched the motion of the radiometer, and waited 
for a period of comparative (|uict which would bring the image 
of the scale to rest ; then signaled to the observ^er at T' to 
throw the star image on the vane, or off it, as the case might be, 
by means of the cords running to the slow motion of the helio- 
stat. Had the heliostat always obeyed the cords with a con- 
sistent action, the difficulties of observation would have been 
grcatlv simplified. Any delay in bringing the star image on, or 
off, the vane at the signal of the first observer, was disastrous, 
for the radiometer rarely maintained the almost absolute quiet 
necessary for a successful measurement of such minute deflec- 
tions, loni.'-cr than the '^x^ or six seconds recjuired for the legiti- 
HKito ik'tlcction lo take place. Under the most favorable 
circirnst.inccs, very few uninterruj)ted deflections were obtained, 
and 111 inv contradictory sinij;le deflections were the rule in every 
scries. riicsc liar.issinLT disturbances were often considerably 
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greater than the deflection caused by the star ; so that the only 
hope lay in the fact that they were strictly accidental and not 
systematic, and that therefore they would neutralize in making 
up the average of a long series of deflections. This has proved 
to be the case. At a given signal from the observer at T, the 
image of the star was thrown on one of the vanes, if off, or 
vice versa, and after a suitable time the radiometer deflection 
was read. In this way the throw in one direction only was 
taken. If the external conditions could have been depended 
upon to remain stationary, it would have been advantageous to 
read the return swing by undoing the previous change at the 
first reading. This, however, was out of the question. So that 
if the star image was thrown on one of the vanes, it was in gen- 
eral, though not invariably, kept there after the deflection was 
taken, to await another season of comparative quiet. In col- 
lecting and comparing the deflections at the close of a series, 
they were divided into two sets, called " on " observations, when 
the star image was thrown on one of the vanes, and ** off " 
observations, corresponding to the deflection obtained when the 
image was moved off the vane. Thus the average of the " on" 
observations should show a repulsion between the fluorite win- 
dow and the vane on which the star image was thrown, and the 
**off" observations should show an apparent attraction between 
the vane and the window. The direction of the apparent move- 
ment of the scale thus produced would depend on which vane 
was used ; one vane giving, for the same treatment, a deflection 
opposite in direction to that of the other. 

In averaging a series of observations to determine the 
quantity of heat received, the "on" observations and the ''off" 
observations were averaged separately. The average of the 
**on " observations in all series, save the series of August 4 on 
Vega, showed repulsion between the vane on which the star 
image fell and the window in front. The averages of the " off " 
observations in the fourteen series made, without excc|)tion, 
showed attraction between the vane and window. 

In computing the probable error, given in the combined 
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average column in the tables, the residuals of the individual 
** on *' observations were made up with reference to the average 
of the "on" observations in each series, and the residuals of 
the individual "off" observations, with reference to the average 
of the "off " observations. The probable error was then com- 
puted from the sum of the squares of both sets of residuals and 
the combined number of "on" and "off" observations, in the 
usual way. The reason for this method of treatment lies in the 
consideration that during many of the series there was a very 
small but persistent drift of the zero in one or the other direc- 
tion, the effect of which would be to augment either the "on ** 
or the "off" observations, at the expense of the other. The 
fact that only one set of the " on " or " off" observations, in a 
total of 28, gave a contradictory result, shows the average drift 
in all but this one case to be less than the counter influence of 
the star. 

It was extremely important, in measuring such small deflec- 
tions under disturbed conditions, that the observer at T should 
be wholly unprejudiced. This was accomplished by Mr. Colton, 
who sat behind the radiometer, arranging in his own mind a series 
of signals, which were used to call a change by the observer at 
T, who was kept in ignorance as to which signal meant "off" 
and which " on ; " further, he did not know which vane of the 
radiometer was in use. On his part he kept the deflections read 
to himself, so that the observer at T' did not know what results 
the radiometer was showing in res])onse to his management of 
the star image. At the end of a scries, the record of deflections 
was compared with the signals and its indication of heat or cold 
for the star image was determined. To prevent the large deflec- 
tions which were sometimes obtained (in which the star could 
obviouslv have had but little part) from exerting an overwhelm- 
ing intluence upon the average, it was decided to throw out all 
dctlcctions oreatcr than 2 mm, irrespective of their direction, as 
well as deflections which were spoiled by an evidence of some 
extraneous disturbance, setting in before the signal could be 
executed. 
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Sensitiveness of the apparatus. — It was found impracticable, 
without spending too much time, to make the radiometer case 
perfectly air-tight. It was consequently necessary, once in two 
or three days, to pump it out in order to maintain the requisite 
sensitiveness, which ran down slowly from the maximum point, 
as the pressure increased through leakage. As has been already 
mentioned, it was advisable to keep track of the sensitiveness from 
time to time, by measuring the throw obtained from some reason- 
ably constant source. As the work on the stars was so very 
roughly quantitative, due to changing atmospheric absorption, as 
well as to the difficulty in accurately measuring such minute 
deflections under the uncontrollable conditions which surrounded 
the work, it was decided that with reasonable care and attention 
to the flame, a candle at a distance from the instrument would 
most conveniently serve the purpose. It should be borne in 
mind, that the total radiation from a candle is subject to smaller 
variations than the photometric interisity. No standard candles 
were to be had, but a uniform grade of paraffin candles was 
obtained, which normally burned 7.6 grams of paraffin per hour. 

Such a candle was placed at a distance of 830 cm (27 ft. 3 in.) 
from the radiometer. A small silvered flat mirror was interposed 
in the path to direct the candle rays into the radiometer. In 
determining the sensitiveness, the candle was lighted and left to 
burn until its flame had assumed approximately normal height and 
diameter, and then five or six exposures were made by raising a 
shutter near the candle. Deflections were taken in the one direc- 
tion only, i, e., not counting the return swing. The average was 
taken as the sensitiveness. The changes in sensitiveness with 
time were so gradual that one determination was sufficient for 
an evening's work. 

The sensitiveness of the radiometer during each series of 
observatio IS, in terms of a candle 830 cm distant, is given in the 
"sensitiveiiCSs" column in the tables. The sensitiveness for 
direct comparison with the star heat can perhaps be best gotten 
at roughly, by computing the deflection which should be caused 
by all the heat from a candle one meter distant, which fell on a 
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surface equal to the effective aperture of the 2-foot mirror. From 
the law of inverse squares, a deflection of 7.5 mm from a candle 
830 cm distant (the mean of the sensitiveness actually used) would 
correspond to a deflection of 520mm for a candle one meter 
distant. The ratio of the surface of the radiometer vane to the 
effective aperture of the concave mirror was approximately 
I : 94968. The corresponding deflection for all the heat from a 
candle one meter distant, incident upon the aperture of the con- 
cave mirror, should be 520X94968 = 49380000. A deflection of 
I mm, tor a star at this sensitiveness, would thus signify that the 
intensity of the star's radiation was about one forty-nine-millionth 
part of that of a candle at a distance of one meter. The mean 
of the results for Arctiinis, in the combined average column 
reduced (without correction for atmospheric absorption) to 
sensitiveness 7.5, was 0.53 mm; the heat from Arctums would 
thus be something greater than the one one-hundred-millionth 
part of the heat from a candle at a distance of one meter. 

The column headed "Sens. io~^ meter-candle," in Tables I 
and II, contains the " Combined average," reduced to sensitiveness 
15.4 mm, for comparison. For this sensitiveness, I mm would 
correspond to the one one-hundred-millionth part of the heat 
from a candle i meter distant, incident upon a disk equal to the 
effective aperture of the concave mirror. The last column in 
the table shows the average zenith distance of the star during 
each series of observations. The column headed ** No. neg. obs.," 
gives the total number of deflections of wrong sign obtained in 
each series. 

Description of the nights on which obseri'ations were made. — 
Auf^ust 3. Sky cleared after several days of stormy weather ; 
fairly transparent ; full Moon. 

August 4. Sky thick and whitish ; thermal conditions very 
unsteady. 

August 5. Sky somewhat more transparent than on previous 
night and thermal conditions steadier; sky clouded over by 

10 P.M. 

August 7. Sky, between clouds, very transparent ; break of 
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one half hour in series on Arcturus because of clouds ; completely 
clouded over at 9 : 45. 

August 8. Sky clear and fairly transparent ; gentle east 
wind. 

August 9. Sky thick and white ; fresh east wind ; thermal 
conditions unsteady. 

August II. Sky clear, but only moderately transparent. 

August 13. Sky thick ; conditions during series on Arcturus 
much disturbed; lightning in the west; western sky whitish. 



TABLE I. 
ARCTURUS. AUGUST 1898. 



4 

5 
7 
8 

9 
II 

13 



8.00-9.30 
8.00-9.05 
8.40-9.45 
7.45-9.45 
^$.30-9-45 
8.30-9.15 
7.45-9-45 



•' 


On " obs. 


"Off "obs. 


No. 


Av. 


No. 


Av. 


18 


0.32 mm 


20 


0.48 mm 


24 


0.42 


21 


0.50 


14 


0.94 


12 


0.61 


7 


0.67 


13 


0.61 


15 


0.50 


32 


0.43 


14 


0.57 


14 


0.25 


14 


0.40 


8 


0.30 



Combined average Sens. 10 



1 1 0.40 mm 

II I 0.45 

5 ; 0.78 

5 I 0.63 

12 0.45 
9 0.41 
9 ' 0.36 

I 
I 



-^ 0.08 

z!:: O.II 
d= O.II 
db O.II 
=fc O.II 
H^O.13 
±0.17 



I 8.4 
I 6.6 

7.5 
, 7.5 
I 7.1 

4.6 
, 8.2 



meter 
candle 

0.65 
1.06 
1.60 
1.30 
0.98 
1.36 
0.68 



Zenith 

dist. 



49' 
47' 
56^ 

55" 
56'' 
60° 

55" 



40 
20' 
10' 
10' 
50' 
30' 



Mean 54^ 45' 



Date 



4 

8 

Q 

II 

12 

13 



TABLE IL 
VEGA. AUGUST 1898. 



Time 

P.M. 


"On" obs. 


No. 


Av. 


9.45-1 i.oo 


36 


0.45 mm 


10.30-12.00 


15 


-0.14 


I 0.00- 1 1.30 


21 


0.16 


9.45-1 I.OO 


17 


0.12 


10.15- 10.50 


10 


O.II 


lO.GO 10.30 


10 


0.09 


Q.45-II.OO 


23 


0.37 



•Off" obs. 



J 



Av. 

0.28 mm 
0.46 

0.44 
0.17 
0.24 
0.36 
0.36 



No. 
net'. 

obs. 



Combined avenitje Sens.' 10 



0.36 mm 
0.17 
0.31 
O.I q 
0.18 

0.21 
0.36 



o.oo 

; 0.07 

o.oS 

O.II 
0.12 

O.oS 
o.og 



10. 

cS.4 

7.5 
7.1 
40, 
b.s ' 

X.2 ; 



mrttM 
candle 



0.55 
0.31 

o.()4 
0.33 

0.()0 

0.50 
o.()S 



Zfiiith 
dist. 



s- 
18 

12 
15 
13 
14 



40 

50' 

40' 

40' 

20 

3^' 



Mean 14 45 



On the night of August 12 the method of observinLC was 
tested in two ways, to discover whether an\' lieat effects could be 
detected, due to the movement of tlie heliostat mirror in tlirowini;' 
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the star image on and off the vane. A series of sixteen obser- 
vations (sensitiveness 6.5), was made on a star too small to affect 
the radiometer, and used only as a mark in the sky. The 
measurements were carried out, and the results treated, in pre- 
cisely the same way as in the series on Arcturus and Vega. The 
resulting ** combined average*' for the star was 0.03 mm, indicat- 
ing cold. Immediately following, another series of sixteen obser- 
vations was made with the same star in the field, but only moved 
back and forth underneath the vane, not touching it. The com- 
bined average was likewise 0.03 mm, indicating heat when the 
star image was directly under the vane. The smallness of these 
values is purely accidental, as the probable errors in the regular 
series run much higher. The tests serve merely to show that no 
considerable systematic error was introduced in the working of 
the apparatus. 

Table III shows a comparison between the different series on 
Arctunis and on Vega, for the ^\c nights on which both were 
observed. It must be borne in mind, however, that the candle 
heat in terms of which the sensitiveness was measured suffered 
but one reflection on silver, while the star heat was reflected 
from three surfaces before entering the radiometer ; further, that 
the heat in all cases lying beyond 8 /i was largely, and that 
beyond 9.4/^ entirely, absorbed by the fluorite window. No cor- 
rection is here introduced for atmospheric absorption, which was 
greater in the case of Arcturus than of Vega, as the zenith dis- 
tances in Tables I and II show. 
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In Tables I and II the range between the highest and lowest 
values for Arcturus and Vega is seen to be as 2 to i. Different 
conditions of the sky on different nights, and at different times 
during the same night, doubtless account for much of this ; also 
the difficulty of accurate measurement of such minute deflections 
under disturbed conditions. Lastly, the astigmatism of the 
heliostat mirror was not always the same. The consequent 
form of the star image changed in such a way that it was often 
impossible to center it on the vane, and frequently it was slightly 
larger than the vane. In Table III the ratios arc as accordant as 
it is reasonable to expect. In the observations of August 13 
Arcturus was so low in the west that a thunder-storm, which 
was gathering in that quarter, would explain the low value 
obtained if a host of other accidental reasons might not have 
caused it. The observers in the measurements so far given were 
invariably Mr. Colton and the writer. 

The 1898 series was here necessarily brought to a close by 
the pressure of other engagements. 

THE AUGUST I9OO OBSERVATIONS. 

Oianges in the apparatus. — In the second summer's work, the 
heliostat which had been the cause of so much annoyance was 
replaced by the heavily mounted coelostat used by the Yerkes 
Observatory party in the May 28, 1900, eclipse observations 
at Wadesboro, N. C. The coelostat was driven by the clock of 
the 12-inch Kenwood telesco])c. The same plane mirror earlier 
used on the heliostat was resilvered and mounted on the polar 
axis of the coelostat. The chani^e to the coelostat matlc the use 
of an additional plane silvered surface necessary, to direct the 
beam to the 24-inch concave mirror. The position of this new 
vertical plane mirror depended u])on the declination of the star 
observed. The arrangement of the mirrors is schematically shown 
in Fig. 4, in which (7 represents the coelostat, /^ the ai)|)roximate 
position of the vertical flat in the ////'/Av' and Saturn observations, 
and F\ its relative position for Arcturus. The letterinL,^ of the 
remaining parts of the diai^rani corresponds to that in Fii;. 3. 
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The remainder of the apparatus (Plate I) was mounted further 
back in the covered gallery than in the arrangement used in 1898. 
The use of selected commercial plate glass silvered had worked so 
well in the case of the heliostat mirror, that a plate 27x40 inches 
was chosen and mounted in an upright wooden frame, to be used 
at F. The observations on Jupiter of August 5, 6, 8, and 9, were 
made with its aid, although the images obtained were far from 
satisfactory, showing a marked astigmatism. This fault was so 
greatly increased, at the greater incidence necessary for the 
observation of Arcturus, as to render its employment out of the 
question. On meeting this difficulty. Director Hale kindly put 
at my disposal a fine 24-inch circular flat mirror, freshly silvered 
and very perfectly figured by Mr. Ritchey. This mirror was 
used in the subsequent measurements. The angle of incidence 
of the /^(/>/V^r beam from the coelostat upon this mirror was 29^", 
and the reflected beam filled only 96 per cent, of the aperture of 
the 24-inch concave mirror. A correcting factor of 1.04 was 
consequently to be applied to the heat measurements on Jupiter 
and Saturn, to reduce them to full aperture. In the observations 
on Arcturus an incidence angle of 57° occurred, and a consequent 
factor of 1.94 was used to reduce the observations to full aper- 
ture. Unfortunately, Vega was beyond the limited range of the 
new apparatus, so that no further measurements upon that star 
were possible. 

The connection between the driving-clock and the coelostat 
axis was through a worm and driving sector. This was set for 
a small lost motion, the axis counterpoised, and a cord attached 
to a lever on the axis ; thus, bv pulling the cord sharply, the 
axis and the mirror attached to it could be rotated through an 
anemic equal to the lost motion. In this way the star image was 
easily and prom|)tlv thrown on and off the radiometer vane by 
the observer at T' . This device worked faultlessly. 

From the summer of 1S98 the radiometer had stood undis- 
turbed, in the ])osition where it had been earlier used. It was 
necessary to open the case to rccoat the inside surface with 
lampblack, and by an unfortunate accident in entering the case. 
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the fiber of the suspension was broken. A new fiber was 
attached, and the blackened surfaces of the vanes marred by the 
accident, were repaired. Several days were spent in equalizing 
the two vanes so that the compensation was much more com- 
plete, and the instrument was steadier in its action than before. 
The new fiber proved to be slightly finer than the old one, so 
that the period was raised from lO or ii to 13 seconds, and the 
sensitiveness correspondingly increased. The radiometer used 
under the new conditions was much more efficient than before. 

Sensitiveness of the apparatus. — The sensitiveness in the 
different series of observations ranged between 9.9 and 12 mm 
for the heat from a candle 811 cm distant, after one reflection. 
The averages of the various series are given as they were 
observed, and the probable error computed as already described. 
A deflection of 1 1 mm (the average sensitiveness) for a candle 
81 1 cm distant, would mean a deflection of 1 1 X (8.1 1 ) ^ := 724, 
for a candle one meter distant. Taking into account the ratio 
of the surface of the radiometer vane to the effective aperture 
of the mirror, 1:94968, we have 68750000. A deflection of 
I mm would be caused then by oaisVooo ^^ ^^^ ^^'^^ received 
on a surface equal to the aperture of the concave mirror, from a 
candle i meter distant. If the averages are to be expressed in 
terms of the unit io~^ meter candle, they must be reduced to a 
sensitiveness corresponding to 16 mm for a candle at a distance 
of 81 1 cm. The two years' observations will then be reduced 
to the same unit. 

Sensitiveness of the apparatus and atmospheric absorption. — 
Although the processes by which the above e(iuivalcnce of a 
I mm deflection to the eTTifiVooo P*^^^ ^^ ^^^ ^^"^^ from a can- 
dle I meter distant, when concentrated by the 24-inch concave 
mirror, seemed legitimate, still no allowance was made for the 
reflection on two additional surfaces. It was therefore desirable 
to make actual tests of the api^aratus u|)on a candle at so great 
a distance that the radiometer sensitiveness could he determined, 
so far as possible, m connection with the same mirrors used in 
the star observations. In such a test, it was plain that the 



E. F. NICHOLS 

absorption of a long layer of intervening air would be unavoid- 
able. In order to obtain a correction factor for this absorption, 
it was decided to establish two stations at different distances 
from the Observatory. 

From the parapet of the heliostat gallery, the ground with 
very slight undulations stretches away to the westward for 
several miles in nearly level fields of pasture and cultivated 
ground, with no intervening trees or objects to obstruct the view 
(Fig. 6, Plate II). From the base of the parapet some 25 feet 
below, a line was run due westward, and a distance of 2000 feet 
chained off. At this point the first station was established, and 
the same line continued 2500 feet further, or 4500 feet, from the 
parapet, where the second station was located (Fig. 5, Plate II). 
A tent was set up at each station, and inside each, a wooden box 
mounted four feet or more from the ground on stakes. Vertical 
slits 2^^ inches wide, and a foot or more long, were cut in the 
boxes on the side toward the Observatory. The boxes were other- 
wise well ventilated, so that a candle placed inside burned quietly 
with a flame of normal height. At first the slits were provided 
with light shutters which could be raised and lowered by the draw- 
ing of a cord by an assistant at a considerable distance from the 
box. It was found, however, that moving the shutter, with no 
candle in the box, often caused a small deflec- 
^, I tion. It was therefore decided to stand the 

candle on a small sliding carriage on the 
floor of the box, by which it could be drawn 
up behind the opening, or allowed to slide to 
one side of the slit, so that the wall of the 
^'^ 7' box concealed it. It was found that moving 

(2'< times natural Size.) ^^^^ ^^^^^^^ ^^^^ ^^^^ ^^^^^ produced no deflec- 
tion when the candle was not lighted, nor did it seriously 
disturb the tlanie when lighted. 

From the parapet the line of sight to the further tent passed 
direct] V o\er the nearer tent. The 24-inch flat mirror F, Fig. 4, 
w;is turned until its plane lay N. W. and S. E., and so adjusted 
that the whole of the reflected beam fell on the 24-inch concave 




PLATE II. 




Fig. 5. 
TAKEN WITH TELEPHOTO LENS. 




Fk;. 6. 

STATIONS FOR MEASURING ATMOSPHERIC APS( )RI' HON. 

Distances from Observatory: 2000 feet and 4^00 feet. 
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mirror, which formed an image of the candle in the box of the 
nearer tent upon one of the radiometer vanes (Fig. 7). The 
coelostat mirror was not used in these measurements. The 
candle heat suffered three reflections before entering the radiom- 
eter, as in the 1898 star heat measures, instead of four, as in 
the case of the 1900 measurements. The image of the candle 
in the box in the further tent could easily be brought upon the 
vane by slipping a small wedge into the space between the frame 
carrying the mirror F, and its support behind it, to which it was 
hinged at the top. 

It was found that the air layer along the ground, which 
transmitted the radiation from the candles in the two tents, was 
so disturbed during the day that it was necessary to make the 
measurements at night ; and even then the radiometer was less 
quiet than when the mirrors faced the sky, as in the star meas- 
ures. 

In making ihe observations one of the observers stationed 
himself at the nearer tent, lighted and trimmed the candle, and 
then, with cord in hand, withdrew to such a distance that, though 
he could watch the candle, his own image could by no possibility 
be reflected into the radiometer. A box, with the shutter fac- 
ing the tents, was placed on the parapet of the heliostat gallery 
with a lighted lantern inside to serve as a signal to the man in 
the tent. A cord which operated this shutter was carried in to 
the observer at the radiometer. When all was ready he drew 
this cord, which exposed the lantern to the assistant in the tent, 
who replied by exposing the candle so that its image fell upon 
the radiometer vane. When the suspension had reached the 
extreme of its first swing, the lantern shutter was dropped as a 
signal to conceal the candle in the tent. After a satisfactory 
series of measurements had been obtained for the candle in the 
nearer tent, the assistant was signaled to ^o to the further tent, 
where the same procedure was followed until a satisfactory scries 
had been obtained from that station. On the way in from the 
further tent, a second series of measurements was made on the 
candle in the nearer tent. By this method measurements on the 
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heat of one candle at a distance of 633.6 meters, and on the 
heat of two candles at a distance of 1396 meters from the 24- 
inch concave mirror, were made on August 26 and 27. The 
series obtained on each of these two evenings showed such large 
fluctuations in the transmission of the atmosphere as the night 
advanced, that in each case the mean of the first and last series 
in the near tent could hardly be depended upon to represent the 
atmospheric conditions during the middle series in the further 
tent. On August 29 it was decided to make three series of 
observations in as rapid succession as possible from the nearer 
tent, and in between, two from the further tent. 

Professor St. John stationed himself at the further tent and 
Mr. Ellerman at the nearer one. The observations were made 
as rapidly as possible. The results for the three evenings* 
observations on candles in the two tents were as follows : 

Heat of 2 candles at 1396 meters 

Date 

Heat of I candle at 633.6 meters 

August 26 .... - IQ.3 per cent. 

August 27 25.0 

August 2g - - - - - 20. 2 

Mean - - - - - 21.5 percent. 

If there had been no loss by atmospheric absorption the ratio, 

1 , r . 111 1 2 (633.6)' 
accordmi2f to the law or inverse squares, should equal — -^r- 

= 41.2 per cent. The mean transmission of candle heat of an 
air layer of 762.4 meters along the ground, for the three 

evenings, is thus — ^ =52.3 per cent. Applying the general 

absorption equation, in which / equals the original intensity 
and a the absor|)tion of a unit layer, the intensity after travers- 
ing // such layers will be /(i — ay\ Taking 100 meters as the 
unit lavLM', and calling the original intensity I, we have (l— ^)7'^ 
= 0.523; whence (J — 0.081 +, or the transmission of lOO meters 
= o.gi8.' In connection with his study on the temperature of 

^It will aj»pear from this transmission coefficient that an air layer along the 
^rouiiil, 250 meters in lcnL,nh, will ahsorb as larL,'e a percentage of the total radiation 
from a candle as the percentai^e of starlii,'ht absorbed by the depth of the whole 
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the Moon, Professor Langley* measured the transmission of an 
air layer of 100 meters along the ground for rays from a large 
blackened Leslie cube filled with boiling water. The measure- 
ments on four different evening^s in June and August gave 
absorptions varying between 14.6 per cent, and 32.9 per cent., 
depending on the quantity of precipitable water in the air. The 
extreme range of absorption noted in the case of the present 
measurements occurred between the two series of observations 
made the evening of August 26 on the candle in the near tent. 
The first series was made at 8:30 p. m.; the second at 10:30 
p. M. During this interval the temperature fell from 68° 
Fahr. to 60'', accompanied by the formation of an unusually 
heavy dew. The mean deflection of the earlier series was 36 mm ; 
of the later, 92 mm. The average absorption given above for 100 
meters corresponds to a deflection ot 61 mm, at the same sensi- 
tiveness, for a candle in the nearer tent.^ Unfortunately for the 
comparison, it was not convenient to make any accurate determi- 
nation of the precipitable atmospheric moisture in the foregoing 
measurements, but if the results can be taken to represent aver- 
age conditions, it would appear that atmospheric absorption is 
less for the heat of a candle than for that from a black radiator 
at 100° 3. The maximum in the energy curve of a black radi- 
ator at 100° was found by Langlcy to fall in the region of the 
spectrum corresponding to the greatest atmospheric absorption. 
Hence, the higher the temperature, the smaller will be the per- 
centage of the whole emission lying in the region of these 

atmosphere. In the course of the observations on the heat from a candle in the 
nearer tent, the absorption of a sheet of plate glass, held about six inclies in front of 
the candle, was found to be 55 per cent. The absorption, l)y the same glass plate, of 
the heat from a candle in the same room with the radiometer was measured and found 
to be practically the same percentage as in the tent. 

'S. P. Langley, Mem. iVat. Acad. Sci., Vol. IV, Pt. 2, p. 1S3. 

* During a series of measurements on a single candle in the near tent maile August 
25, Professor St. John extinguished tlie candle and placcti his head in front of the 
candle box at the signal, instead of exposing the candle, 'llie uniform deflection 
r>btained was 25 mm. The candle gave a deflection of 02 mm. 

3ltis possible that the al)>orption of the tluorite window mav have exerteii a 
small influence on the present measurements of atmospheric al)>(jrption. 
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wave-lengths, and the smaller the percentage of absorption by 
moist air for the total radiation. This raises a question pertinent 
to the present study, namely, the fallacy of using the same correc- 
tion factor for atmospheric absorption in comparing two bodies 
of as obviously different energy spectra as Arctunis and Vega, 

At the average sensitiveness (iimm for the test candle 
8ii cm distant), the mean deflection for a candle in the nearer 
tent, 633 meters distant, was 67mm. To correct for absorption 
(.918)^-33 7=67, whence /= 1 1 5. The angle of incidence on the 
24-inch circular flat mirror at F, Fig. 4, was 47°; consequently, 
the deflection, if the full aperture of the 24 in. concave mirror 

could have been employed, would have been 5 = 169 mm ; 

^ ^ cos 47 ^ 

whence the computed deflection for a candle i meter distant 
would be 169 X (633)^ = 67660000 mm. This agrees very closely 
with the sensitiveness value, 68750000 mm deduced in the earlier 
computation. As there were two more reflecting silver surfaces 
in the path of the beam in the latter than in the former case, the 
value ought to have been 6 or 7 per cent, smaller. The discrep- 
ancy may have been due to error in measuring the diameter of 
the radiometer vane, which was given as 2 mm. A diameter of 
1.94 mm would make the ratio of surface of vane to surface of 
24-inch concave mirror enough larger than i -.94968 (the value 
adopted in the previous calculation) to bring both values into 
agreement. 

The sensitiveness of the radiometer and radiomicrometer compared. 
— We now have a double means for comparing the sensitiveness of 
the radiometer with that of the radiomicrometer used by Professor 
Boys, which gave a deflection of 60 mm for a candle 152cm (60 
in.) distant. This corresponds to a deflection of 1.7mm for a 
candle at a distance of 811cm. The radiometer under these 
circumstances gave a mean deflection of 1 1 mm. The ratio of 
the area of the reccivin;^ service in the radiomicrometer to that 
of the radiometer was as 4 : tt. The ratio of the effective sensi- 
tiveness would thus be i./TT : 4 X 1 1 = I : 12 +. In other words, 
the radiometer was 12 times as sensitive as the radiomicrometer. 
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The radiomicrometer was used with a concave reflector of 16 in. 
diameter; the radiometer with one of 24 in. diameter. The 
ratio of the respective apertures is as I : 2.2. Thus the radiometer 
combined with its mirror wherever the full aperture could be 
utilized, was over twenty-six times as sensitive as the apparatus 
used by Professor Boys. The sensitiveness of the two sets of 
apparatus may be roughly compared as they were used on the 
stars, by comparing the deflection of 38mm., which Professor 
Boys obtained from a candle 229.2 meters (250.7 yards) distant, 
wMth the deflection of 67 mm obtained by the present apparatus 
for a candle 633 meters away, using only two thirds of the aper- 
ture of the condensing mirror. Assuming the average trans- 
mission coefficient for a 100 meter air layer and deducing from it 
the deflection for a candle i meter from the 16-inch concave mir- 
ror, the value 1923000mm is obtained. As compared with the 
corresponding deflection of 67000000-+- mm, the advantage in 
sensitiveness of the radiometer over the radiomicrometer comes 
out in the ratio of 35 to I. The uncertainty of the atmospheric 
absorption in Professor Boys' measurement makes this result of 
no value except as a rough check upon the earlier computation of 
the sensitiveness ratio. It may be further added that with the 
telescope and scale method employed in measuring the radiom- 
eter deflections it was possible to read to the tenth millimeter 
while Professor Boys attempted no closer estimation than to a 
fourth millimeter. The small amounts of heat detected from 
Jupiter, Arcturus, Vega, and Sahirn with the present apparatus 
readily accounts for the negative results of the radiomicrometer 
measurements. With no atmospheric absorption, the number of 
candles in a group at a distance of 1 680000000 = 26000 meters 
(about 16.2 miles) could be determined by the mean of a series 
of measurements. Using the atmospheric absorption for 100 

.... 680 X 10^ X o-qSi*^ ^ 

meters griven above, we have the formula -, — , tor 

° (10//)' 

computing the distance in kilometers along the ground at which 

the number of candles in a group could be thus determined. 

For ;i = 43, or a distance of 4.3 kilometers, each candle would 
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give a deflection of only o.imm, the smallest recognizable 
deflection. About 2.7 miles along the ground then, would be 
the practicable limit of measurement for the heat from a single 
candle. 

Changes in the fnethod of observing . — The method of making 
the observations was but slightly changed from that already des- 
cribed under the 1898 observations. As the coelostat was more 
easily managed to bring the star image on and off the radiome- 
ter vane, the observer at T' (Fig. 4) was less constantly occu- 
pied with his work, so that, to still further remove the effects of 
prejudice on the part of the observer who read the deflections, 
he took over the work of recording the observations as well. 
When the radiometer suspension had come to rest, the observer 
at T^gave a signal to shift the star image. The recorder changed 
the image and counted slowly up to seven. The counting was 
found to involve a period slightly under seven seconds. At the 
seventh count the deflection was read aloud to the recorder, who 
entered it with a sign to indicate to what change on his part the 
deflection corresponded. He often made the same change over 
and over, such as throwing the image on the same vane several 
times in succession instead of throwing it first on, and then off at 
the next signal. The observer at 7^ might as well have been a 
strip of photographic paper, so far as any knowledge of the sig- 
nificance of what he was reading was concerned. His only chance 
to use judgment was to decide when the index was quiet enough 
to risk a deflection. 

Character of the iiights on which ^neasitremcfits were made. — 
August 5. Skv thick and white; light wind. Series on Jupiter^ 
E. F. N., observer; C. E. St. J., recorder. 

AuL^^ust 6. Skv same as on preceding night ; no wind. Series 
on Jiff>ifcr. ¥.. F. N., observer; C. E. St. J., recorder. 

August 8. Sky thick ; light clouds forming and dissolving- 
constant Iv ; light breeze. Scries on Jupiter. E. F. N., observer ; 
C. 1^. St. J., recorder. 

August 9. Skv hazv ; later developing light cirrus clouds in 
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neighborhood of yi////^r. No wind. Series on Jupiter, E. F. N., 
observer; C. E. St. J., recorder. 

August 10. Sky more transparent than on previous evenings, 
but not brilliant. Series on Arcturus. E. F. N., observer ; C. E. 
St. J., recorder. 

August 13. Sky clearer than on previous night. Series 
on Arcturus and Jtipiter. E. B. Frost, observer ; E. F. N., 
recorder. 

August 14. Sky only fairly transparent; lightning in west 
and southwest ; conditions disturbed and radiometer unsteady. 
Series on Arcturus ^nd Jtipiter. Latter cut short by clouds. E. 
F. N., observer; C. E. St. J., recorder. 

August 15. A brilliantly transparent sky after dissipation of 
clouds in early evening. Series on Jupiter, G. E. Hale and H. 
M. Goodwin, observers; C. E. St. J., recorder. 

August 18. Thick sky; fairly uniform in early evening; 
increasing in transparency later. Series made on Arcturus ^ Jupiter, 
and Saturn. E. F. N., observer; C. E. St. J., recorder. 

August 19. Very transparent sky. Series made on Arctu- 
rus, Jupiter, and Saturn. E. F. N., observer; C. E. St. J., 
recorder. 

August 26. Measurement of atmospheric absorption by 
observations on candles in distant tents. Early part of evening 
partly cloudy. Lantern signals on Observatory parapet, as seen 
from tents, showed marked twinkling. Atmospheric conditions 
improved steadily during progress of observations and at close 
sky was unusally transparent. At beginning, wet bulb ther- 
mometer 67^ and dry bulb 6S.\S F. At close, wet bulb 60 , 
dry bulb 60^ F., at nearer tent si.x feet from ground. Air free 
from dust. 

August 27. Observations of previous evening repeated. 
Night began transparent, but later thickened. Candle in further 
tent appeared noticeably redder than candle in nearer tent. At 
beginning, dry bulb 70^, wet bulb 67.5 ; at close, dry bulb 69 , 
wet bulb 67?3. No dust in air. 
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August 28. Sky transparent, very steady and uniform through- 
out the evening. At close of last series heavy fog began to rise 
from ground. Series on Jupiter dind Si. '^ E. St. J., observer ; 

E. F. N., recorder. 

August 29. Night dry and clear ; no dust ; very light dew. 
Measurement of atmospheric absorption by observations on 
candles in distant tents. 

The tables. — ^The headings of the columns of the tables which 
follow have the same signification as in the tables of the 1898 
observations, except that in the next to the last column the 
values, in addition to a reduction to I0~^ meter candle, have 
also been reduced to the full aperture of the mirror. No such 
correction was necessary in the 1898 measurements, because the 
heliostat reflected a beam large enough to fill the whole aperture 
of the 24-inch concave mirror. 

The first four series on Jupiter, August 5, 6, 8, and 9, were 
made with a defective mirror at F, which gave very badly dis- 
torted images, so that it is doubtful whether all of the heat which 
should have reached the concave mirror was concentrated on 
the vane; hence a heavy line is drawn in the table separating 
these values from those that follow. 









TABLE 
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JUPITER. 


AUGUST 1900. 








Dnic 


Time 


"On"obs. 
No.| Av. 


"Off" obs. 
No. Av. 


No. 

obs. 


Combincc 


average 


Sens. 


Sens. 

10-8 

meter 

candle 


Zenith 
dist. 


5 


^•.>5 0-.>o 


19 0.30111m 


23 0.54111111 


12 


0.42 mm 


r-0.08 


10.7' 


0.63 


69' 40' 


6 


8.40 {).,^0 


10 0.21 


10 0.73 


5 


0.47 


^0.16 10. 


0.75 


70 20 


S 


9.05 O.J 5 


17 0.22 


12 0.57 


10 ' 0.40 


d: 0. II 


II.Q 


0.55 


73^ 10' 





7-35 "^-30 


15 1 0.31 


15 0.57 


S 1 0.44 


-: 0.08 


12.2 


0.53 


67^ 


I.^ 


'j.IO i.).\0 


I I 0.() \ 


II 0.4s 


^ 1 0-55 


I'.O.IS 


9.9, 


0.92 


74' 50' 


M 


n.oo~().i^ 


7 1.0 


S 0.2 


2 1 0.00 


^ O.II 'll.l 


0.89 


73° 50' 


15 


S.q;-o.25 


m 1 1.29 


15 1.20 


1 1-25 


r^_ O.Ot; 12.2 


1.70 


74' 40' 


iS 


S. J 5 <Ki7 


14 o.so 


12 1.05 


I 


0.03 


:t 0.07 1 1.2 


i.<;8 


74' 50' 


I') 


S.^J (J. :^0 


IS 1 i.oS 


I.> ^-^^ 


3 


1. 1 5 


^:0.I5 10.2 


1.87 


76' 30 


2N 


S.o^ ,S.:;o 


II l-.vS 


11 1.43 





1.30 


— o.ii 11.9 


1.93 


74" 10' 








Mean 


75' 
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TABLE V. 
ARCTURUS. AUGUST 1900. 



Date 


Time 

P.M. 


-On" obs. 


"Off*' obs. 


No. 
neg. 
obs. 


Combined average 


Sens. 


Sens. 
10-8 


Zenith 




No. 


Av. 


No.! Av. 




meter 
candle 


dist. 


10 
13 
14 

18 

19 


8.00-8.30 
8.10-8.50 
7.50-8.45 
7.45-8.18 
7.55-8.35 


16 
14 
15 
17 
II 


0.61 mm 

0.13 

0.04 

0.45 
0.73 


16 

14 
16 
18 
12 


0.42 mm 

0.52 

0.46 

0.34 
0.03 


10 

8 
II 
II 

9 


0.51 mm 

0.32 

0.25 

0.38 

0.38 


=b 0.09 
zt 0.09 
=b O.II 
± 0.09 
rt 0.12 


10.9 
9.9 

11. 1 

1 1.2 
10.2 


1.45 
0.99 
0.70 
1.06 
1. 15 


55° 50' 
55° 50' 
52" 20' 
51° 40' 
55' 40' 










Mean 


54° 



TABLE VL 
SA TURN. AUGUST 1900. 



Date 



18 
19 

28 



Time 

P.M. 



9.35-IO.I5 
9.50-1 1. 00 

8.40- 9.30 



•On" obs. 



No.' 



Av. 



0.09 mm 

0.20 

0.20 



No. 



'Off" obs. No. 
obs. 



Av. 



0.27 mm 

0.02 

0.15 



Combined average 



0.18 mm dr 0.13 
O.II 4r O.IO 

0.17 ±i 0.09 



Sens. 



II. 2 
10.2 
II.9 



Sens. 

10 8 

meter 

candle 



Zenith 
dist. 



0.27 71 
0.18 74° 
0.24 I ^O"" 



30' 
30' 
10' 



Mean 72° 



To test the method, after the scries on Saturn, August 28, 
the coelostat was turned back a short distance in right ascen- 
sion, so that the field in the radiometer was a patch of uniform 
bare sky. The coelostat was then oscillated back and forth, in 
the same manner in which the star image was thrown on and 
off the radiometer vane, and the deflections were read with the 
same care. The result ot a scries of twenty-five observations is 
given below. 

No. "on" obs. Av. "on"obs. No. " off " obs. Av. '• off " obs. C<»tnl). av. Sens. 

12 —0.12 13 0.15 0.05 dr0.12 I 1.9 

There was a heavier drift than usual during this series, so that 
the averages of the "on" and the "off" observations were con- 
tradictory, both indicating a deflection in the safuc direction 
instead of in opposite directions. One set, therefore, had to be 
interpreted negatively, giving the above cunibincd average. 
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Two series are given below copied entire from the Observa* 
tory notebook, which show the deflections in the order in which 
they were observed. Of the two series, the one on Jupiter is one 
of the best, and the one on Saturn among the worst, obtained. 
o, indicates star image thrown on the vane ; /, image thrown off 
the vane. 

August 15. Jupiter: image on right vane of radiometer. G. E. 
Hale and H. M. Goodwin, observers, C. E. St. John, recorder. 
8:55 P. M. 

/-f 1 .5 mm 
o—\,\ 
o neg.* 
/+r.i 
^-1.3 

/+1.5 
^—0.5 
d?— 1.2 
<?— 1.2 

/4-I.2 

o negative and /positive indicate heat. 

August 18. Saturn: image on left vane of radiometer. 9: 35 
P.M. E. F. N., observer, C. E. St. J., recorder. 



Cont. 




Conclu. 


/+I.2 




/+0.3 against drift 


0—1,6 




^—1.2 


/+I.5 




/+1.3 


^—1.7 




/+1.1 


/+0.8 




^-1.5 


^—1.2 




/+1.4 


/4-0.8 against 


drift 


/+1.6 


^—1.2 




^—1.9 


^ — 0.7 




/+1.7 


/-f-0.9 




0—1.8 9:25 P.M. 









Cont. 




Conclu. 


/+O.3 


mm 




/pos. 1 

.-1.9 ■ 

/-0.2 ) 


Radiometer 


/-I.I 


— 0. i, 


first 


to -I, 


much 


/-1. 9 


/-O.7 






disturbed 


/-l.o 


<>+o.8 






pos. 




/-0.4 


/-0.4 






(? — I.O 




o—\.\ 


"+1.9 






/-fi.5 




"+1.4 


/+1.8 






r?— 1.2 




O-l.i, 


0+0.5 






/-0.2 




/-0.3 


/-O.I 






<?+o.6 




<7-f 0.0 


<? — 0.5 






/-0.8 
/+0.9 
^-|-o.6 




^4-1.1 
^4-1.2 

/-I.7 10 


/, ne^^'ltivc 


and 0, 


positive indicate heat. 





15 P.M. 



' " Xeu'. or pos." indicate a deflection of more than 2 """ in the negative or posi- 
tive direction. 
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RESULTS. 

Table VII displays all the results thus far obtained, with the 
exception of the four doubtful series on Jupiter, reduced to lO"^ 
meter candle with no correction for atmospheric absorption. 

The very close agreement between the means of the two 
sets of observations on Arcttirus cannot but be accidental, for one 
high or one low value, more or less, in either series, would com- 
pletely upset the coincidence. No correction has been applied 
to the 1900 observations in comparing them with those of 1898, 
on account of the one additional reflection in the 1900 series. 

TABLE vn. 



Date 1898 


yef:a 


A returns 


Jupiter 


Saturn 


A ret ur us 


I Vf a 


Aug. 3 


0.55 








4 


0.33 


0.65 






2. I 


5 




1.06 








7 




1.60 








8 


0.64 


1-30 






2.0 


9 


0.33 


0.98 






30 


II 


0.60 


1.36 






2-3 


12 


0.50 










13 


0.68 


0.68 
1.09 






I.O 


Means 


0.52 






2. I 












Juf>itcr 


1900 










A rctu rus 


Aug. 10 




1.45 








13 




0.99 


0.92 




0.93 


14 




0.70 


0.89 




1.3 


15 






1.70 






18 




1.06 


1.58 


0.27 


1.5 


19 




1. 15 


1.87 


0. 18 


1.6 


28 






1-93 


0.24 




Means 




1.07 


1.48 


0.23 


1-33 



Reduction of the observations to the zenith. Final results. — 
In comparing the heat effects of planets and stars at such widely 
different zenith distances as 14° and 75°, some correction for the 
differences in atmospheric absorption in the two positions ou^ht 
obviously to be applied. I have tried to find trustworthy 
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pyrheliometric or actinometric measurements of the solar con- 
stant for high and low Sun, made at some station about looo 
feet above the sea fan altitude corresponding to that of the 
Yerkes Observatory), but so far have not succeeded. 

MuUer's' photometric extinction coefficients for Potsdam 
correspond well so far as concerns altitude, but they do not 
take account of energy outside of the visible spectrum. From 
observations made at Allegheny and Mt. Whitney, Langley' 
finds that the atmosphere lets through infra-red wave-lengths in 
greater proportion than visible rays, except in the region of the 
infra-red cold bands, where very heavy absorption occurs. The 
same experiments show that there is a considerable fluctuation 
in the diathermancy of the atmosphere with the seasons, absorp- 
tion being greatest in the summer and least in the winter. The 
whole matter of zenith reduction is unsatisfactory, because tables 
must be made out for an abstraction called ''an average night.'* 
As the range of atmospheric diathermancy for nights which can 
be called clear is at least as great as one to two, it is only at 
rare intervals that a strictly average night is to be had, and then 
average conditions maintain for an hour or two at most. One 
cannot be sure that the mean of four, five, or even a greater 
number of nights, will represent these average conditions. 
Further, as has already been pointed out, stars of different types 
at the same zenith distance for simultaneous observations ought 
not, in strictness, to have the same reduction factor applied. 
Some of these considerations, however, involve refinements 
beyond the accuracy of the present measurements, and under the 
circumstances there is no choice but to apply Muller's coefficients 
in the zenith reductions. 

The correction for Vega is so small that the values in Table 
VII may be taken as zenith values. Table VIII shows the 
relative intensities of the means expressed in I0~^ meter candle, 
after the zenith reductions have been made. Because of the 

m;. MOi.t.kr, Photomety'te ({(')' Gcsdrne, Leipzig, 1897. 

^S. W L.VNr.i.i Y, " Report on Mt .Whitney Expedition," Sig. Serv. Profess. Papers^ 
IS, p. 211. 
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variation in atmospheric absorption, the averages in Table VIII 
were made up from series gathered on nights when at least two 
of the bodies compared were observed. 

TABLE VIII. 

Ve£^a A returns Jupiter Saturn 

0.51 1.14 2.38 0.37 

Thus the thermal intensity of: 

Vega : Arcturus : yiipiter : Saturn :: 1:2.2:4.7:0.74. 

The ratio of the zenith photometric intensities is: 

Vega. Arcturus. Jupiter \\ 1:1: 7.8.' 

The ratio greater than 2 to i, of the total radiation of 
Arcturus to that of Vega (stars which by most observers are 
estimated to be of nearly equal photometric magnitude) indicates 
a proportionately more intense infra-red spectrum for the former 
than for the latter star. The greater intensity of Arcturus in the 
infra-red may be accounted for in two ways. The photosphere 
of Arcturus may be at a lower temperature than that of Vega, 
but the star be of sufficiently greater angular diameter, as seen 
from the Earth, to equal Vega, in light intensity and surpass 
it in total radiation. This would be, without doubt, the first 
explanation to suggest itself. Recently, however. Sir William 
and Lady Huggins' have brought forward evidence to show that 
the photospheres of solar type stars are actually hotter than in 
stars of the first type, and that the color difference is due to 
the absorption of the stellar atmosphere, which, in solar stars, is 
denser and further developed. If this theory of Sir William 
and Lady Huggins be accepted, it will not be necessary to 
assume a greater angular diameter for Arcturus than for W'ga to 
explain the present results. 

The thermal intensity of Arcturus to Jupiter \^ 1:2.2, while 
the light ratio is 1:7.8. So far as the present results are 
trustworthy, this may be explained in any one or more of three 
ways: an infra-red spectrum of great extent and intensity for 

'The photometric intensity of /////Ve-r for AuLjust 18, 1000, was computed from 
Miiller's value for a mean opposition [loc. cii., p. 3S4). 

^ Atlas of Representative Stellar Spc'ctra, London, 1899, p. 79 it sc>/. 
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Arcturns; a comparatively low temperature of the outer envelope 
of yupitcr; or a strongly selective albedo for Jupiter m the infra- 
red.' That Jupiter emits no light rays is rendered probable by 
the fact that Professor Barnard* was unable to follow any of 
the satellites into the planet's shadow, even with the light-gather- 
ing power of the 36-inch Lick telescope. 

In an endeavor to further test the matter, the transmission 
of Jupiter vdiys through a piece of plate glass 3.4 mm thick, was 
measured in connection with the other heat measurements. The 
plan followed was to take a series of eight or ten deflections on 
Jupiter, then take about the same number through the glass, 
repeat the first set, and so on. The dates of the observations, 
together with the transmission percentages and probable errors, 
follow. 

August 9, 70 ± 3 per cent. August 19, yy ±:g per cent. 
August 28, 78 dz 3 per cent. 

Of these values the last is the most, and the first the least, 
trustworthy. 

The transmission of the same plate for various sources of heat 
follows in Table IX. 

TABLE IX. 
TRANSMISSION OF GLASS PLATE 3.4mm THICK. 



Per cent. 



, L 



Leslie cube loc'^ 

Candle tiame ' 40 

Full Moon I 48 

Jttpif^'r- 75 

Sun i 80 



Remarks 



Or at least less than I per cent. 



Zenith distance, 75'. 
Zenith distance, 59'\ 



The very high transmission obtained for the Moon, as com- 
pared with the results of Langley,^ Lord Rosse* and Boys,^ is 

^ Any error attributaijlc to the zenith reduction is wholly inadequate to account 
lor the discre[)ancv between tlie ratios of the thermal and photometric intensities. 
'K. E. Barnard, Astr. Nachr. Bd. 144, No. 3453, p. 330. 
3S. r. Lan(;i,kv, Man. Nat. Amd, Set'., loc. cit. 
M^oKi) k(>s-,K, /'/}//. Tran^., 1S73, 11, p. 5S7. 5 C. V. BoYS, loc. cit. 
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easily explained because a very large part of the Moon's emission 
was shown by Langley to consist of wave-lengths greater than 
9 A*, which were stopped under all circumstances by the fluorite 
window. It was impossible to work with the Moon's image on 
either vane of the radiometer alone because the heat violently 
drove the suspension beyond the scale, but the image was thrown 
on both vanes and the radiometer used differentially. The high 
transmission oi Jupiter x^ys, and its close resemblance to the solar 
transmission, is in part doubtless explicable hy Jupiter's abnor- 
mally high albedo, which is more than 4.5 times that of the Moon ; 
yet there seems to be surprisingly little heat radiation present, 
such as a candle or Leslie cube sends out; i. r., heat rays in 
large part stopped by the glass and let through by fluorite. 

The results of a study, soon to be undertaken, to investigate 
the absorption spectrum of the glass plate, will give added 
definiteness to any conclusions to be drawn from these observa- 
tions concerning the temperature of Jupiter s outer envelope. 

minchin's experiments. 
In a preliminary paper before the Royal Society, Professor 
G. A. Minchin' described a very interesting series of experiments 
on the effect of radiation from the stars on a photo-electric cell 
of special construction, used in connection with a very sensitive 
electrometer. The action of radiant energy on the cell is such 
that the electric potential and the electrometer deflection increase 
as the square root of the incident intensity. Fortunately for a 
comparison of Minchin's results with those presented here, he 
used the sensitive surface of the cell in the focus of a 24-inch 
concave mirror. A part of Minchin's results are given in 
Table X. 

TAHLR X. 



Object Dcrtectlon d 



Arcturus 8 . 2 mm ()7 . 

Saiurn 5 . () ' j; i . 

V^ga 1 1 . 5 \\i. 

Candle ten feet awav 1 . 1 00 . 



» G. A. MiNXHiN, he. cit. 
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Thus Vega shows half again the intensity of Arcturus, and 
more by a third than a candle ten feet away (presumably with- 
out concentration by the 24-inch mirror) . Were the above 
intensities proportional to the total radiant energies received 
from the bodies compared, the radiometer at average sensitive- 
ness should have given a deflection of 100 mm for Vega instead 
of the bare J^ mm observed. It would appear, therefore, 
that the photo-electric cell is not sensitive in the infra-red 
spectrum. 

INSTRUMENTvVL REQUIREMENTS FOR FURTHER EXPERIMENTS. 

The object for which the present study was primarily under- 
taken has been in a measure realized in gaining more or less 
trustworthy estimates of the heat from four stars and planets. 
Although the results so far gained can be considered only in the 
roughest sense (juantitative, they indicate a way to a more 
extensive knowledge of the heat radiation of the brighter stars, 
by supplying a basis upon which the requisite apertures of con- 
densing mirrors may be computed and by suggesting further 
refinements in the radiometer. A concave mirror five feet in 
diameter would possess a gathering power more than six times 
that of the two-foot mirror used in the present work, and with a 
suitably modified Coudc mounting, such a mirror could be effec- 
tively employed, even with no greater radiometric sensitiveness 
than that already realized. By its aid white stars down to the 
second magnitude, and red stars possibly to the third, could be 
arranged in the order of the thermal intensity of their radiations. 
It ought also to be [)ossible to study roughly the distribution of 
cnergv in the spectra of stars like Sinus, Arcturus, Capella^ Vega, 
and |)ossibly others. 

Wien's' law of the distribution of energy in the spectrum of 
a black body furnishes the relation X^^x ^— const, (in which 
X,„^^ is the wavc-L-ngth of the maximum energy in the spectrum, 
and 7' the absolute temperature) which, applied even to crude 
determinations of energy distribution in stellar spectra, should 

' W. W iKN. />\r. d. BnL AkcuL, 18Q3. 
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afford rough estimates of stellar temperatures.' The radiations 
from stars which reach the Earth have, however, suffered select- 
ive absorption and selective reflection or scattering in traversing 
first the gaseous envelope of the star and later our own atmos- 
phere. The studies of Langley, and others, have afforded some 
knowledge of the distribution of this kind of absorption in the 
Earth's atmosphere, and later work will doubtless make this 
knowledge more definite. But it is in dealing with the absorption 
of the stellar atmosphere that the greatest ultimate difficulty is to 
be expected. Wherever any considerable selective absorption 
or scattering exists in the atmosphere about the star, a determina- 
tion of the wave-length of the maximum of the initial energy 
can be at best but uncertain, and the formula, which would be of 
comparatively easy application to the blue-white stars, because 
of their supposed small selective absorption, will not so aptly 
apply to stars belonging to other grou])s. This difficulty has 
already been dealt with in the problem of the Sun,^ but in this 
case, in addition to being able to measure rays from different 
portions of the Sun's disk, we have such abundant energy to 
work with that the study of any desired number of isolated por- 
tions of the Sun's spectrum can be undertaken. In the case of 
the brightest stars and five-foot apertures, on the other hand, the 
whole stellar spectrum could not be divided into more than five 
or six regions for such a study. The problem will conse(]uently 
be vastly more difficult and uncertain. That no very close 
approximation to the true stellar temperature of yellow and red 
stars is to be hoped for by this method is very plain, although 
the knowledge of the Sun already gained miirlit be applied to 
stars of the solar tyi)e.^ Ap])roximations to the effective tem- 
peratures, though necessarily interjjreted between rather wide 
limits, will be serviceable so long as no better are available. It 

'This statement assumes that a stcHar photosphere mav be rei^'aidcfl a> a "black 
bocM'," a fact which, although (i()ul)tle^s ai)j)roxiniatelv true, has a> vel (so far as llie 
writer is informed) received no direct confirmation. 

'J. ScHEINER, Strahlutv^ iind Temf^eratur dcr So)nu\ Leipzig, l8()(). 

3 Compare J. Scheiner, loi\ cif., pp. ^() ami 00. 
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is well to remember in this connection how recent are any con- 
cordant results concerning the solar temperature, although the 
fault here is attributable to the lack of any trustworthy law of 
radiation. 

Could stellar temperatures be roughly determined, approxi- 
mate values of the relative angular semi-diameters among stars 
of the same spectral type might be computed in accordance with 
Stefan's law. It will be not without interest, in a later paper, 
to use the present material for an estimate of the angular semi- 
diameter of Arcturiis, as follows : The relation of Arcturus to a 
candle has been measured and the same comparison can be made 
between a similar candle and the Sun at the same time of year. 
Assuming that the total radiant intensity of unit area of Arcturus, 
E^y is not greatly different from that of the Sun,' E^ ; and if 6^ 
represent the angular semi-diameter of Arcturus and 6^ that of 

the Sun then, ^a= ^s\l^ • Further, if D^ and D^ represent the 

distances of Arcturus and the Sun, and V^ and F^ their respective 

volumes, then ^^— ^^\~^\ - ^^ the latter equation I believe 

it is safe to assume that the probable error in D^ is likely to be 
as large as that of the thermal quantities involved. 

Considering the [)ossibilities of a large reflecting telescope of 
the Coude type in the photography of the fainter nebulre and 
star clusters, and in the ])hotography of star spectra, as well as 
its use in measurements of star heat, and many other astrophysi- 
cal researches where laboratory conditions are essential, it is 
safe to |)redict that the addition of such an instrument to the 
e([uipinciit of one of our leading observatories would provide the 
means for solvini^ a greater number of outstanding problems 
than the addition of anv other single instrument which it is now 
possible to builcl. 

Hcfore closing I wish to acknowledge my widespread obliga- 
tions to otliLMs for aid in tlie furtherance of the present study. 

^ I'lu* ;i>sum|)ti<)ii of cqiuilitv fur total radiant intensity involves a smaller error 
than if an cjuiv.ik-nL-c of luminous intcn.Mty had been assumed. 
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To Director George E. Hale I am indebted for the generous 
invitation to make use of the unique resources of the Yerkes 
Observatory for the foregoing experiments. I have received 
trom him every possible assistance, the most valuable suggestions 
and advice, and have benefited by his most enthusiastic interest 
and cooperation. To my two assistants, Mr. A. L. Colton, 
formerly an assistant at the Lick Observatory, and Professor 
Charles E. St. John, of Oberlin College, I am indebted for many 
suggestions in dealing with the experimental difficulties which 
arose during the progress of the observations, and for skillful 
and patient assistance in the course of the measurements. I am, 
further, indebted to Professor Edwin B. Frost, and Messrs. G. W. 
Ritchey and Ferdinand EUerman, for suggestions and assistance, 
and in some degree to every other member of the Observatory 
staff. 

Dartmouth College, 
January 24, 1901. 



THE ATMOSPHERIC ABSORPTION OF THE VISIBLE 
RAYS, DETERMINED FROM SPECTROSCOPIC OB- 
SERVATIONS OF THE EIFFEL TOWER ELEC- 
TRIC LIGHTS IN 1889. 

By A. CoRNU. 

It is natural to suppose that the terrestrial atmosphere 
would absorb in a horizontal direction the same rays and would 
produce the same spectral lines (the so-called telluric lines) that 
are observed in the solar spectrum. The existence of several 
telluric groups in the spectrum of an electric light projected from 
the Eiffel Tower to the Meudon Observatory has in fact been 
pointed out by M. Janssen,' and brought forward as a demon- 
stration of the terrestrial origin of the A and B groups as well 
as of certain bands due to water vapor. 

I undertook to carefully examine under high dispersion the 
scries of dark lines visible in the spectrum of the electric lights 
at the summit of the tower, and to compare them with those 
that appear in the spectrum maps which I had previously pub- 
lished.^ The observations also constituted a direct and valuable 
test of the method of oscillatifig lines, which had led me to distin- 
guish between solar lines and those of terrestrial origin, in the 
most com|)licatcd groups of the solar s])ectrum. 

The investigation was begun at the Ecole Poly technique, in 
the same place and with the same instruments which had been 
em|)loycd in my researches on solar spectroscopy. The 
observations were begun on October 24, 1889, with the aid 
of the light from one of the beacons at the summit of the 
tower, and were continued w^ith one of the 90 cm Sautter and 

' Conil^tts A\f/,fus, 108, 1035. 

^"Sur lc> laies telliiri(]iies (ju'on o])serve dans le spectre solaire au voisinaije 
i.\i:?> x:\\^^ \)'' ijourudl </c' TEio/c J^olyfec/ifii'^ttf, LIII, pp. 175-212, 1883). "Etudes 
dt^s liaiules tflluri(jues a, H et A du spectre solaire." (Anmiies de Chimie et de 

rhysiqiic (01,7, 5-102, 1 8 "<(.).) 
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Lemonnier search-lights, which M. Eiffel kindly 
caused to be directed toward the fecole Polytech- 
nique between eight and ten o'clock, from October 
27 to November 6, the day on which the Exposi- 
tion of 1889 was closed and the search-lights extin- 
guished. The distance from the tower to the 6cole 
Polytechnique, as measured on a map of Paris of 
Tir^uo scale, is about 4350 meters. 

It was essential that the attendant in charge of 
the search-light should be able to recognize at once 
the point on the horizon toward which the light 
must be directed. For this purpose I had mounted 
near the window in the Pavilion dcs Eleves, where 
my instruments were installed, a large lens 24 cm in 
diameter and of 45cm focal length; it was so 
adjusted during the day that the focal image of 
the highest gallery of the tower coincided with the 
central plane of the flame of a lamp, which was 
lighted at sunset and permitted the adjustments 
to be verified. 

The reciprocity between the conjugate foci of 
the lens assured the projection of a beam of light 
which would cover the entire gallery with its bat- 
tery of search -lights ; the attendant in charge would 
thus perceive in the required direction an extremely 
bright disk, which could not possibly bo confused 
with the scintillating^ points on the horizon. A red 
glass inserted near the flame rendered the distinction 
even easier. 

I employed, according to circumstances, four 
spectroscopes, with increasing dispersion : 

(i) A Duboscq direct-vision spectroscope with 
lateral scale. 

(2) A Brunner goniometer, provided with two 
quartz prisms and (juartz-tluorite ()bjecti\'es of 50 cm 
focal length, for [)hotographing spectra. 
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(3) The same goniometer, provided with a flint prism and 
crown and flint objectives of 45 cm focal length. 

(4) Finally, a large plane Rowland grating, observed with a 
collimator and telescope of i m and 1.40 m focal lengths respect- 
ively. 

The collimator slit was illuminated by the image of the 
search-light of the tower, concentrated by an astronomical 
objective of 16 cm aperture and 2.30 m focal length. 

The results fully corresponded with my expectations ; during 
favorable evenings I was able to make a complete study of the 
telluric groups A, a, B, and D, at the outset with medium dis- 
persion. But what seemed to me of the most importance was 
the possibility of using the great dispersion of the second order 
grating spectra ; I succeeded in doing this several times, as is 
indicated in the resume below of the results obtained each 
evening. 

I should have wished to measure with the micrometer all the 
dark lines visible with this great dispersion ; but unfortunately the 
sky became more and more hazy, the rain and fog constantly 
increased, and I could therefore only partially carry out this 
portion of my |)rogram, the settings becoming each day more 
difficult and more trying, because of the decreased intensity of 
the light. 

Fortunately this long investigation turned out to be in 
large measure unnecessary, thanks to the characteristic configu- 
ration of the groups, which precisely reproduced those of my 
maps, so that a small number of settings sufficed to render cer- 
tain their complete identification ; this was precisely the end 
which I had in view. 

KKSLMK OF RESULTS. 

I transcribe from the notebook the principal results obtained 

each evcniiiLj; : 

October 24, 25, 26, 1889. — First observations with the Duboscq direct- 
vision spectroscope: a small collectin,L< lens, then the 16 cm objective pro- 
jeciiiiL( the linear ini iLce of the tower lii^ht u|)on the slit. 
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Recognized and measured various bright lines of the metallic vapors in 
the electric arc (sodium, calcium, magnesium), as well as several dark lines, 
on the continuous spectrum of the carbons m the red part of the spectrum. 

A comparison of these determinations with those made with sunlight 
during the day of the 27th shows that these dark lines correspond with A, a, 
and B (A and B are due to absorption by the oxygen of the air ; a by water- 
vapor). 

October 27. — Observed the beam from the 90 cm search-light. Bright- 
ness remarkable. A newspaper can easily be read by the light from the 
search-light. Brilliant spectrum. Collecting lens of 50 cm focal length. 
Observed many details in A, a, B, in the water-vapor lines near C and near 
D, which is double and reversed. Tried an experiment with the Rowland 
grating. Detected the flutings of B. 

October 29. — Brunner goniometer. Hint prism (60). 16 cm objective 
to concentrate the image .of the search-light upon the slit. Measured on the 
divided circle the principal lines in the groups A, a, B, and several water- 
vapor lines near D; also several bright lines of calcium. 

The brightness of the beam is so great that the Rowland spectroscope 
can be used. The two D lines (sodium vapor) are magnificent even in the 
second order: they are reversed at the middle and bright at the end. Near 
ihera can be observed all the water-vapor lines on my map (only the metallic 
solar lines are naturally absent): I examined them one by one in the first 
order. 

I can also follow in detail the structure of the B group as far as the 
eighth doublet; beyond this the intensity is not great enough. 

I had intended to measure all these Imes with a micrometer; but I am so 
familiar with their arrangement, and the agreement with my map is so per- 
fect, that I do not consider it worth while to lose time and tire my eyes in 
order to make these settings. 

The a group (due to oxygen) is faint; its ordinary apj)earance is consid- 
erably modified by the intensity of the water-va{)or lines which it contains : 
nevertheless it can be recognized. I can also detect the grou}>s of water- 
vapor lines between B and C, which [ have indicated as such on Fieve/'s 
atlas. 

October 30. — The search-light is very bright. The H group is admirably 
seen in the second order. I can follow it to at least the i ith doublet, and can 
see the succeeding water-vapor lines, particularly the very strong line ^695 
(^6955. 8 on my map). Verification of the water-vaj)or lines near C. vSpcnt 
the entire evening in carefully identifying the a group, which is very faint 
and modified by the predominance of the water-vapor lines. 1 j)laced a 
micrometer wire on one of the characteristic lines of a ; on the followini^' day, 
at 2:50 P. M., I found with sunlight that it is certainly the line X 62 76.8 of a 
on my map. 
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During the whole evening of October 30 the intensity of the light was so 
great that, without noticing it, I made all my observations in the second 
order, thinking it to be the first : the definition was so good that in the group 
near D I resolved the water-vapor line X 5922.6 of my map. 

October 31. — The sky is clearing ; the air is growing cold and foggy; the 
image is not so bright as yesterday. Through the great kindness of the 
management the light from two projectors was sent to me simultaneously; 
but I could use only one of them, their angular separation being too great. 
The water-vapor lines are much less marked : they are almost altogether 
lacking near the two D lines. The a group, on the contrary, is much more 
easily seen. The B group is hardly visible in either the first or second 
orders. In spite of the increasing fog the violet lines H and K are visible 
with a Brunner goniometer, and even the ultra-violet band of carbon. The 
smoke of the electric power-house at the Place du Pantheon is very trouble- 
some. 

November 2. — Beautiful evening. Addition of a hydrogen Geissler tube 
to produce the C line as a standard in the field of the Rowland spectroscope. 
Verification of the water-vapor lines near C by comparison with this line and 
the bright lines of calcium. 

a group very well seen ; brightness sufficient to show as far as the fourth 
doublet of a and to permit settings to be made. Measured the distance 
between the strong line X 6276.8 (oxygen) and the water-vapor line X 629 1.4 
at the middle of the second doublet of a. Two measures gave 3.10 and 3.1 1 
turns of the filar micrometer ; on November 4 the same measure, made with 
sunlight, gave 3.105 turns: the identification is thus perfect. 

The a(jucous vapor group near 1) is admirably shown, exactly as on my 
map; I resolved X 5922.6. 

November 3.- -Rainy evening; nevertheless the light is fairly bright. 
Attempted to phot()graj)h the more refrangible part of the spectrum. Brunner 
goniometer. Collecting lens of quartz-fiuorite. Double quartz prism set at 
minimum deviation on the violet calcium line X423. Obtained ten violet and 
ultra-violet spectra on four gelatine plates, the exposures varying from 5 sec- 
onds to 2 minutes. No telluric hands. The plates show only the continuous 
spectrum of the carbons, the two bright carbon flutings, the bright lines H 
and K of calcium, the two intervening lines of aluminium, and a few others. 
Contrary to what one would have expected from the meteorological conditions, 
the ultra-violet spectrum is quite extensive and apj)ears to stop at X329 only 
because of the absorption of the glasses which cover the aperture of the search- 
liL^'ht. and the defective reflection in the ultra-violet of the silvered concave 
niirrnr. 

November 4 A little fog, and smoke from the Pantheon power-house. 
The water-vapor lines near I) are once more clearly visible; micrometer set- 
tinL^s for ideniification. X'erified the existence of the water-vapor line X 5882.7,. 
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which almost exactly coincides with an iron line on my map and is rendered 
visible by the oscillation of the latter line, a group well seen, but no better 
than before. The B group is very beautiful when the slit is widened. 
Observed the water-vapor line X 6925.7 between the tenth and eleventh doublet 
and those which enclose the eleventh, /. e., XX 6928.1, 6928.3, 6928.9 on my 
map. 

Novembers — Rain all day; fog in the evening ; the light appears very 
yellow. Nevertheless the red part of the spectrum is bright enough to permit 
me to make a long series of settings between B and C. 

The thirty-four micrometer settings have been reduced to wave-lengths^ 
using as standards the C line (X 656 1.8) observed with the Geissler tube and a 
bright line of calcium (X 6438.1); six other bright lines of calcium have been 
identified with metallic lines in the Sun, and the other dark lines with 
those which I have marked telluric on the plate in Fievez's atlas, and on my 
unpublished map which I had previously made with the assistance of M. 
Obrecht. 

November 6 — Hazy evening; light faint and yellow ; water-vapor lines 
very faint ; they were already faint at 2 o'clock that afternoon. No satis- 
factory observations. 

After the close of these evenings of observation I requested 
the Central Meteorological Bureau to supply me with the data 
obtained at the top of the tower for the state of the atmosphere 
from October 28 to November 6. 

The variations of temperature and humidity are too slight to 
be of service in the discussion of the visibility of the spectral 
lines; the direction and intensity of the wind seem to have 
exercised more influence. 

The following data were transmitted to me : 
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In general, the water-vapor lines were sometimes more clearly 
visible and sometimes less clearly visible than those of the dry 
atmosphere (bands A, B, a); variations in the humidity of the 
air and the direction of the wind readily explain this effect. 

The lines of the dry atmosphere were always less marked 
than in the solar spectrum : this is due to the short distance 
(4350m) traversed by the beam of light as compared with that 
traversed by the sunlight, even if the Sun were at the zenith. 
It can easily be shown that the absorbing mass at 4350m is 
hardly more than half of that contained in a vertical column of 
equal base rising vertically to the limits of the atmosphere. 
The weight of the atmosphere on a square meter is well known 
to be equal to that of a column of mercury of equal base and 
76 cm in height, or 0.76 X 13596 kg ^^^ 10333 kg. As a cubic 
meter of air at the surface of the Earth weighs 1.293 kg, the ver- 
tical height of a column of air of uniform density would be 

— i'_=7g9i meters. 
1.293 

The horizontal column of 4350 m having the same base thus 
contains a mass of air smaller in the ratio of 4350 to 7991, or I 
to 0.544, a ratio a little greater than one half. It is therefore 
not surprising that the lines in the bands A, B, and a are rela- 
tively less dark than in solar observations when the Sun is near 
the zenith, and, with even greater reason, when near the horizon. 

CONXLUSION. 

It follows from the spectroscopic observations given above 
that more than 200 dark lines, produced by the atmospheric 
absorption of radiations from a terrestrial source of light, have 
been identified, one by one, with the so-called telluric lines 
observed in the solar spectrum. The atmospheric origin of 
these lines is thus verified beyond all question. 



OBSERVATIONS OF THE SOLAR ECLIPSE OF MAY 

28, 1900. 

By H. C. Lord. 

In the July 1900 number of this Journal, Professor Brown 
gives my preliminary report on the photographs of the flash 
spectrum secured at Barnesville. In that report the apparatus 
and method of observing is fully described, but a brief descrip- 
tion here may not be out of place. On the eye-end of a four- 
inch Clark telescope was mounted the large star spectroscope of 
the Emerson McMillin Observatory. This instrument is pro- 
vided with two dense 60° prisms. The slit being removed, the 
image of the solar crescent formed by the four-inch objective 
acted as the source of light for the spectroscope. The spectro- 
scope and objective were rigidly mounted together and held in 
a jacket capable of rotation through a small angle about a line 
perpendicular to the common axis of the four-inch objective and 
collimator of the spectroscope. The axis of rotation was set at 
right angles to the line joining the points of second and third 
contacts, as seen in the six-inch coclostat which reflected the 
Sun's image into the instrument. The object of this rotation 
was to shift the instrument during totality, so that the crescents 
at second and third contacts could be made to fall nearly at the 
point occupied ordinarily by the slit. In place of an ordinary 
plate-holder a carriage was provided whereby four exposures 
could be made on one plate, the plate being shifted the proper 
amount by simply pressing a rubber bulb. Durinc^ totality the 
plate-holder was changed and the carriage set for a second lot 
of four exposures, and the instrument set as above for third 
contact. The exposures were made by pulling a string which 
operated a shutter in front of the four-inch objective. In this 
way seven photographs were secured, two of which, numbers 3 
and 6, were of the flash and will form the subject of this j)aper. 

140 
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Plate No. 6 is reproduced, considerably enlarged, in the paper 
above referred to. 

For the measurement of these plates the following plan was 
adopted. The instrument employed was a Zeiss comparator 
No. 10. This consists of a stand carrying two micrometer 
microscopes ; under one is placed the plate to be measured and 
under the other a scale graduated on silver to 1/5 mm. The 
least reading of the instrument is 0.000 1 mm. The scale is 
1 00 mm long, but has only been investigated for division error 
from 40 to 60. The maximum division error found is 0.002 1 mm. 
In order to confine the measurements to that portion of the scale 
the plate was measured in two positions. Thus division errors 
could be applied as far as \ 4549.78, above which point the defi- 
nition of the plate fell off rapidly and the error of pointing on 
the lines themselves became so large in comparison to any 
division error found in the part of the scale investigated that it 
did not seem advisable to use a third position. All lines from 
D, to \ 4549.78 are freed from division error. 

The two lines at X 5 197.56 and \ 5188.78 were taken as zero 
lines. The program of measurement was as follows: Three 
pointings were made on each of the zero lines ; then three point- 
ings on each of the lines to be measured, except where these 
lines were either wide groups or very hazy, when a single point- 
ing was made (in this case the wave-lengths are carried out only 
to the nearest Angstrom unit); then three more pointings on 
each of the two zero lines. In this way, not only could the 
several days' work and the two positions be reduced to a com- 
mon zero, but any accidental displacement of the plate during a 
series of measurements could be detected. The zero adopted 
was the point midway between the two zero lines, and the cor- 
responding micrometer reading was taken as 47.438 mm. Thus 
the micrometer reading for any other line is given by the 
equation 

J/:-.S+/// + A + w+47-438- -'7 ' ' 
where .S' is the scale division, ;;/ the micrometer reading, A the 
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division error, e the error of runs, and M^ and M^ the value of M 
for each of the zero lines for any day's work, omitting the last 
two terms of the above formula. The micrometer was read 
to 0.000 1 mm, and after applying me and A the ten thou- 
sandths were dropped as being meaningless. The means of the 
three pointings were all made in duplicate. Each plate was 
measured in duplicate, with an independent estimate of the 
intensity and character. Table I gives in column 2 the mean 
intensity of the four estimates on a scale of 20, column 4 the 
several estimates of the character of the line, column 5 the 
mean value of M from the two measures of plate 3, and column 
8 the corresponding quantity from plate 6. 



TABLE 1. 

Note. — In the column " Character," S indicates sharp ; //, hazy ; B^ broad ; B G, broad group ; K* //, very, very hazy, and 
similarly for V* H; fH^ doubtful, hazy line; S B^ sharp band; B H G, broad, hazy group; B P D^ broad, probably double ; 
»r, wide ; R S V H^ sharp on red side, hazy on violet. 

• Normal lines. 

Nos. 103 and 157 are very peculiar, being much more intense at the horns than at the vertex of crescent. Vertex too faint 
fc be bisected, set by estimating distance at horns from near companion. 
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2 


83 


I I 


S-S-S-S 


45.47« 


+ .oo5 45.483 45.482|45.482l5iio.56'5ii2.3 






84 'II 


s-s-s 


45-398 


+ .00645.404 


45.40845.406 5107.46, 5107.8 


I 


I 


85 




H-H 


45-180 






45-24 


45.24 5101 5098.8 


I 


I 


So 










45.14 


45-14 5097 5097-18 


I 


I 


S7 




s-s-s-s 


44.902 


+ .007 


44.909 


44.912 


44.910 5087.43 5087.6 


2 


I 


%% 




S-S-H-H 


44-798 


+ .007 


44-805 


44.807 


44.806 5083.28 5084.3 


I 


I 


89 




H-H-H-H 


44.706 


+ .007 


44.7i3'44.7i6 44-7i4l 5079 - 61 1 5079- 


I 


2 


qo I ' I 


? H-S-S 


44-583 


+ .008 44.591 44.590 44 -5^)01 5074.69' 






91 I I 


H-PH-S-H 


44.516 


+ .00844.524 


44-530 44-527' 5072. 19, 






92 I I H-H-VH 


44-437 


+ .oo8|44.445 


44.439 44-442I 5068.84 








93 I I 


H-H-S-H 


44.324 


+ .00844.332 


44 . 337 


44.334 5004.59 








94 I ; I 


^ 




1 I44.21 


44.21 5000 








95 I 


I 


BHG 


44.02 l+.oi 


44-03 




44.03 


5053 








^ I 


I 




43.89 4--0I 


43-90 


43.90 


5048 ' 5048 . 2 


2 


2 


% 1 2 


I 






I44. 000 44-000! 5051 .541 






i^ 21 H-H-S-S 


43. 724 +.010 43. 734 43 -739 43 .73^; 5041. 33l 5041. 80, 


2 


2 


^5 I 


I 


H-H-S-S 


43 - 574'-!- - 010 43 . 5>i4U3 ■ 588'43 • 586l 5035 . 56 






ICD 1 2 


iK 


S-S-S-H 


43.460, }-.oii,43.47i'43-472 43-47^i 503i-20, 50313 


4 


3 


tOI I 


I 


S-S 




1 |43.376'43.376 5027.54' 






102 5 


45^ 


S-S-S-S 


43.132 


+ .012 43.144I43. i3o'43- M- 5018.67 5018.6 


30 


15 


«3 2 41^ 


Note 


43.004 -[-.012 43.076 43- 050 43 006 5015.80 5015.9 


30 


10 


C4 I I 


?H-V3H 




143.034 43 034 5014.501 






05 I I S-S 


42.987 1 .012 


42.999 !42.0()0 5013.28 






06 1 I 


S-S-H-S 


42.943 -f-.oi2 


42.(j55 42.968 42.902 501 1 .80 






07 I I 


BH-BH-HG-BG 


42.796 4-012 


42.80842.81 42.808 5000. 12 






08 I , 


BHG-BHG 




■ 42.71 42.71 c;oo2 1 






og III 




42.64 


1^2.61 42.01 


4900 






10 ! I I 


H-VH-S-S 


42.462 -t-.oi3 


42.475'42.477 42.47^' 


4003- 78' 4()94-32 


2 


I 


11 I I 


S-VH-S-H 


42.378 -1-.013 


42. 3(n 42.400 42.300 


40()0.8; 






12 I I 


Haz\ group 


42. m -j-.oi 


42. 10 I42. 18 42. 17 


40S2 1 






n 3 3M 


S-S-S-S 


41.466 -f. 16 


41 .48241 -l^o 41 .481 40=;7-57' 4''57-4"> 


I 


2 


14 1 I 


Hazv 




! n • i<>5 41 • 105 


4QJO.31 






15 I I 


H-II-VH-H 


40.9371-1-. 01 7 40.954 40- <J5^'40.05(> 


4038.02 






lb 54 


S-S-S-S 


40.800'+. 01 7 40.82340.820 40.SJJ 


40^4. 2 1 403 4 02 


30 


5 


*' 5 4 


S-S-S-S 


40. 514, + .018 JO. ^32 40. 534 40. ^33. 4024 . 12 4f)J4.II 


40 


10 


18 I I 


S-S with shading 


i 


140.432 40.432, 4020.01 40I(m8 


20 


5 


IQ I 4 


Note 




'40.300 }0.3f)0 4oi().i6 4')io.i 


20 


3 


20 I I 


S-H 




10.238 10.23^ 4(n3.oi 4012.3 


3 


2 


21 , I I 


HB-BG 


40.12 I+.01Q40.14 40.14040.140 4010.54 






22 1 I I 


V^H-V^'H-S-S 


39.921 -- .020' 30. 94 1 30.020' A().o;o 400^. ^5 






23 I I 


S-S 


, v^-oOo ;o.()0o 4f)04 . ;7 






24 ' 2 I »< ' S-S-S-S 


.39.814 -l-.ojo ^q.8;v vj.8;2 30.83; 4000. osl 4f)00.3i 

' i 


>0 
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M 




_ 


Younfc.''s Chr»n . 


1 

No. I ' Elev. 


Character 


M 

Plate 3 


Reduced 
to 6 


Plate 3 

Reduced 

to 6 


M 

Plate 6 


Mean 


Computed 
Wave- 

length 


l.ii 


F H 




1 


125 1 2 2 S S-H-S 


39-552 


-[-.020 


39.572 


39.574 


39.573 


4891.24 


1 


♦l2b 1 2 1 2 |S-S-H-H 


39.32S+.O21 


39.348 


39.351 


39.350 4883.74 


4883.94 10 


127 ' r I . H(;-H-S-S 


39.i42|-f-.02i'39i63 


39.190 


39.17614877-92 


' 


128 121 Sli-H-H-Il 


3S.968l4-.022 38.988 3^.989 


38.988! 4871 -67 


4870.4 ' 5 


129 K '20 5 |S-S-VHS-S 


38.668, — .023'38.69i 3^ 669 


^8.68014861.51 486I.50IOO 


130 I 


I G on ^-S-S 


38.45 -f-.02 


38.47 38.488 


38.48814855-22 


4855.5 


5 


131 1 I 


I S-II-BII-V='II 


38.255 -f-. 024 


38.279 38. 276I38. 278 


4848.39 


4848.7 


3 


♦132 ■ 2 


:^Vi ;S-BPI)-BH-H 


37.4^9 +.026 


37.515 37.517,37.516 


4823.95 


4824.33 


10 


133 ^ 




H-H 


f 






37.10237.102 


4810.90 








*I34 


2 


V/2 


H-B-S-S 


36.891 


+ 027 


36.918 


36.91836.918 


4805.16 


4805.25 3 




135 


I 


I 1 S-S 








36.71236.712 


4798.76 








136 1 I 


I ; S-S 








36.412 36.412 


4789.51 








137 






S-S 








36.316 


36.316 


4786.52 






138 






H H-S-S 


36.184 


+ 029 


36.213 


36.216 36.214 


4783.45 






139 






11-H-S-S 


36.078 


-f--029 


36-107 


36. 102 


36. 104 4780. 10 


4779-7 


3 




140 




I ; s-?s 








35-96935.969 4776.00 








141 




I Wide j^roup 








35.86 I35.86 4773 








142 I 


I H-n ^ 








35.646,35.646 4766.26 








::■: \^ 


I BG-HWG 


35-52 




r 
I 


35.60 
35.49 


35.60 4765 
35.49 4762 






145 


I 


1 S V3II-H-II 


35.206 


+ .032 


35.238 


35.236 


35.237 4754-06 








146 


II ' S-I I 








34.952 


34.952 4745-64 








147 I 


I W-II 








34.651 


34.651 4736-82 








14S 


I 


I 


H-H-S S 


34-434 


-f--034 


34.468 34.477 


34.472 4731.62 


4731-7 


I 




149 


I I 


?11 H 








34.342 


34.34214727.85 




1 


150 


I ■ I 


VII -vni 








34.147 


34.147 4722.23 








151 


4 1 5 S-S HW SSR 


33-820 


+ -036 


33-856 


33.84033.848 4713-67 


4713.4 


2 




152 I 

153 , I 


Wide Kroiip 


33.62 


+ -04 


,, AA '33-73 133.73 47io 
33.60 I33.60 4707 








154 I 


I '11 11 S-S 


33.442 -j-. 036; 33. 478 33.472I33-475' 4703.09; 




i;^ '11 'VII~II 




l33-33«33.33« 4699. 23I 




150 I I S 11 






33.06433.064 


4601 .S6! 




1^7 ' , 4'i , Note 


32.840 4- -038 32.878 


32. 870132. 874 


4686.28! 


1 


iqs 1 I ' I 1 s-n-s-s 


32.60414-038,32.732 


32.725 


32.728 


4682.24' 






rs9 \ 2 I 11 n-s-s 


32. 200', 4- -030 


32.299 


32.306 


32.302 4670.54 








lOo 2 I n-ii-n 11 


32.134 


+ -039 


32.17332.180 


32. 1761 4667. 10 


4667.5 


3' 


161 1 I 1 liroatl i,^r<)U)» 






32.02 


32.02 1 4663 


4604.2 


2 


102 1 I I ' 11 S-H VH 


31.768 


-f- 040 51 .80S 31 .804 


31.806 


4657.00 


4657.1 


2| 


16^, r , I H-V-11 




131.712131. 712 


4654-56 






n,4 1 2 1 I II-ll-S lUl 


3^ -57 5'+- 04 1 31 616 31 .610 31.613 


4651.90, 






i(,S 2,1 ! I1-SM<-S-K VMl 


31 -^S^ 4-042 31-401 ^1.404 31.402 


4646.27 








100 II .^11 /ll 


1 3i.074'3i-074 4637-57 








if)7 1 1 1 1 ii V'li s n 


30.oio,-f-.043 30.053 30. 048^30. 950 4634.30 




' 


^lt)S 4 ' ^ S S S-S 


30.722 -f.ot3'30.765;30. 767 30.766 4629-47 


462Q.S2 


15 


IOC) I I Il-V'll 




130.652.30.652 4626.49 




170 II S II 




^0.438 


30.438 4620.02; 4621 . I I 


171 I ' I II-S-R-II II 


30.31S f .04} 


30.362 30.37<» 


30.366 4610.05 




172 II nil lui -nvii 


30. 2 1 ()| 4-. 04 5 


30.264 30.258 


30.261 j 4616. '.4 




17^ I'll 1511 V ii 


1 


l3o.i52'3o. 1521 4613.53, 






174 1 , I I1-??V^II 


l30.o()8 


30.068 46 II .37 




' 


175 ' I 1 1 11 vii 


1 29.736 


29.736 4602.88 






176 


I 


I 1 ii-ii lui r>ii 


20. 60S 


^-.046 2().654 29.644 


29.649', 4600.67 
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1 ; 




1 M 1 


Yountj'5 


Chrom. 


L I Kl^v 1 


character 


M 

Plate 3 


Reduced'! Plate 3 ', M 
to 6 Rcductd Plate 6 


Computed 
Mean Wave- 


Lines 








*.>^««*. vv «ivc 








I 










to 6 




length 


A 


F 


B 


I 


2 


H-H-S-S 1 


29.192 


-I-.O47 29.239 


29.230 


29.23414590.18 4590.13 


I 


I 


I 


I 


H-H-S-H 


29.116 


-t-.047 29.163 


29. 160 


29.162 45««-37:4588-3« 


2 


2 


i ^ ^ 


RSVII-S-S-S . 


25.940 


4-. 048 28.988 28.982 


28.985 4583.94' 4584.1 


15 


6 


I I 


S-H 1 








28.836 


28.836, 45«o. 23, 






1 I S-S-H-H 


28.634 


+ .04828.682 


28.686 


28.684 4576.46 4576.6 


4 


2 


, 5 4 '-2 S-S-S-S 


28.464 -I-.O49 28.513 


28.505 


28.509 4572.14. 4572.16 


10 


4 


1 4 A'/z S-S-S-S 


28.130! ".05028.18028.174 


28.176 4563.96' 4563.94 


10 


5 


■ I 1 3 


S-S-S-H 


27.9i8,-|-.050 27.968 27.962 27. 965I 4558.82' 4558.9 


8 


I 


I ! I 


S-S 


27.8o5'4-.o5i 27.856 


27.85^ 4556.18 4556.2 


10 


5 


5 aH 


S-S-S-S 


27.726 


-f .051 27.777 


27.771:27.774 4554-19 4554-21 


10 


5 


' 5 45^ 


S-S-S-S 


27-541 


+ .051 


27.592 


27.590I27.591 4549-7« 4549.8 


10 


8 


1 

I 


Broad Group 






! 


27.44 27.44 ,4546 
27.34 27.34 I4544 








1 ' 


Broad Group 






! 


27.26 27.26 4542 
indefinite 


4540 


2 


I 


5 aV^ 


S-S-S-S 


26.887 


+ .053 


26.940 


26.932 26.936 4534-15 


4534-2 


5 


5 


I I , VH-V'Il 1 








26.806 26.806 4531 .08' 






1 ^ ' 


H-VMI 








26.712126.712 4528.86 






' 2 2.!^ 


S-S-S-H 


26.400 


+ .054 


26.454 


26.452 26.453 4522.79 4522.9 


3 


3 


I I 


Il-H-H-VH 


26.286-f.054 


26.34026.34826.344 4520.25 






1 2 


I 5^^ 


H-H-H-V«H 


26 080I-J-.0SS 


26. 135 26. 136 26. 136 4515. 41 1 4514 -5 


2 


I 


I ' 2 


I>i 


H-H-H-V»n 


25-777+-056 


25.83325.831 25.832 4508.39 4506.9 


2 


I 


1 5 
> I 

1 I 


4^^ 


S-S-S-H 
BH-V»H 
H-V3H 


25.472 


+ •057 


25.529 


25-525 
25-^36 
25.217 


25.52714501.40 4501.44 
25-336 4497-05 
25.217 4494-35' 


15 


6 


! I 




H-V3H 








25.082 


25.082 4491.30,4491-5 


20 


8 


1 I 
• 1 I 




Broad Group ] 


25.06 
24.88 


-I-.06 :25.i2 

4-. 06 24.94 




25.12 4492 1 
24.94 44«X 1 






I 




BH-VMI 




'24.093 


24.903 44^9-29 4400.2 


15 


3 


I 




Vni-G-BH-V»H 


24.608 


-f-.059 24.667 24.674 


24.670 4482.05 44^1-7 


5 


2 




I I 


H-VH 




124.390 


24.390 4475-95 








10 5 . S-S-II-H 


24. 160 


-f-.o6o 24.220 24.200 24.210 447 I. S3 4471-8 


100 


25 




5 


4^^ 


S-S-H-H 


24.006 


-j-.oOo 24.006,24.000 24 .o()^i 440S. ^() 44OQ. 5 


20 


5 




J 


I 


S-V»H 




I23. 87s 23. 87S 44^^4-53 






« I 


I 


Vni-V'HG-H-V»H 


23.682 -I-. 060 23.743 23.730 23.740 44O1.51 






I 


2 ' V'H-H-VH-V»H 


23. 360, + .002 23. 431I23.4JS 23430 4;54-77' 






I i 2 V»H-V3H-VH-V«n 


23-1^5'+ -062 23.227 23. 2.:;S 23.234, 4450.. s4 






5 4K 


H-VH-H-VH 


22.862 -|-. 063 22.925 22.924122 ()24 4443. SS 4-M3-5 


10 


2 


I I 


BH-Vni-VH-VMI 


22.450 4--064 22.514 22.515 22.514 4-135I5 4434-0 


I 




I I 


V«H-VH-VH-V»H 


22.074 +•065 22. 130 11. 13S 11. 13S, 5427.22 4420.6 


'> 




I I ; VMI-V'H-G 


21 .834 -j-. 060 21 .c)oo 21 .00 I21 .90Q 4422.24' 






4 2'< V='H-V'H-VH-V3H 


21.617 -j .006 21 .0S3 21 .oyS 21 .()So 44 17 .00, 4 jiQ.o 


2 




\ ^Yz 


V«H-V'H-VH-V3H 


21.488 -h. 007 21.555 21.554 21 .554 4415-05' 44>5.30 


I 








Hazv Group 


' 21 .22 21 .22 1 4 loS 440S.0 


I 




I 


I 


V'H-V'H 


21 . 146 -I-.06S 21 .214 121.214 44oN.ot 440S.O 


I 




2 


3 ''2 


V«H-Vni-VH-V3H 


20.975 ~i~ .ooSbi .0 |i 21 .052 21 .04(11 4 ;04 .00^ 4404.93 


I 




\ 


V< V3H-V3H-VH-V3H 


20.737 -f-.060i20.80f) 20..S22 20.S14 4^<)O.S7 i3()S.o 


I 




5 4'^ V»H-V»H-VH-V»H 


20.405 -j-.ooo 20.564 20. 574 20. ';()0 .^304 .()0 4305 .2 


15 




; ;'i i V»H-V»H-VH-V3H 


19.924 -|--07i '19.005 20.003 10.000 4 ^S3. j() 43S3.72 


I 




3 ^ ^i 


V3H-V*H-V='H-V3H 


19.480 


-I-.072 10.552 i9.5^'2 10.557 4374.00 4374-^ 


, 8 




I 1 I 


V»H-V4H 




1 1I8.7 } 18.7 1 ' 43>0 435().7S 


' I 




2 1 I 


vni-VMi 




' 'iS.3() iS.3() 4^;r 4^^2-4 


! 3 




^7 


15 5 


VBSH-V5H 






17-70 


17.70 43 P 


4340. 6() 


100 


■ 65 
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These plates were taken so nearly at the instant of contacts 
that the continuous spectrum is reduced to a few narrow streaks, 
which when examined under a low power are seen to be full of 
bright lines, and when examined under the measuring engine 
lose all appearance of a continuous spectrum and appear simply 
as streaks of maximum density of the bright lines. They supply, 
however, an easy means of adjusting the plate parallel to the 
scale, it being only necessary to make a spot of dust in the eye- 
piece follow the streak as the plate is moved rapidly from end 
to end. As the instrument at Barnesville was set for the mean 
position angle of the two contacts, the tangents to the solar 
crescents at the points where crossed by the streaks are not at 
right angles to the direction of the streaks, and it would be very 
difficult to make an accurate pointing were the micrometer wire 
set perpendicular to the direction of motion of the plate under 
the microscope. This difficulty was entirely avoided by rotating 
the plate micrometer until its wire was tangent to the curved 
lines where crossed by the streak, kcej)ing the plate micrometer 
constantly at zero and making the bisections with the slow 
motion that moved simultaneously both plate and scale. With 
this precaution I think nearly if not quite as accurate pointings 
can be made as if the lines were straight. 

In comparing the values of M from plate 3 and plate 6 as 
given in Table I, it is at once evident that there is a progressive 
difference in the value M^— M(,. This can be due to two causes : 
first, in shifting the instrument at Barnesville during totality 
from its setting for second contact to that for third it was impos- 
sible to bring the image of the solar crescent to exactly the same 
point in the focal plane of the collimator. This would produce 
an effect exactly similar to a slight shift of the slit of the spectro- 
sc()j)c parallel to itself, and would result in the lines on the two 
|)latcs having a progressive shift. Secondly, should the long 
lines be at a greater elevation above the Sun's limb than the short 
ones, these would be shifted relatively to the short ones, too far 
to the violet on one plate and too far to the red on the other. 
In order to test if there were any such relative displacement as 
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this latter would indicate, 72 short lines common to both plates 
3 and 6 were selected and the residuals M^—M^ plotted on cross 
section paper. It was at once seen that these residuals could 
be represented about as well by a straight line as by any other 
form of curve ; accordingly a straight line was passed through 
them by the method of least squares and the equation 

J/fi = J/3 + 0.0016 mm — 0.00256 ram (M — 47.0) 

was found. The values of these corrections are given in Table I, 
column 6 ; column 7 gives the value of M for plate 3 thus 
reduced, and column 9 the mean value of M from plates 6 and 3 
thus reduced. Since this correction was based solely upon the 
short lines, it is evident that, were the long lines at any consid- 
erable elevation, this would show in the difference M^ — Jlf^ after 
J/3 had been reduced to plate 6 as above. Table II gives this 
difference for all lines having a length greater than 4. 

Assuming that the differences in column M^—M(, correspond 
to a difference of elevation of the substance emitting the given 
line, and that the stratum was of uniform brilliancy, it is evident 
that the elevation of its upper limit would be given by the 
expression. 

E = 206264 X 450 X — "^^V^^^i -' 64 {^f. - M,) 

where £" = elevation in miles, /, = 383 mm = focal length of 
collimator, /= 375 mm = focal length of camera, F — 1486 mm = 
focal length of image lens, and M^^ — M^ is expressed in 0.00 1 mm. 
This, of course, would be exact only for minimum deviation, but 
would be sufficiently accurate for the extent of s|)ectrum covered 
by these plates. Upon this assumption I have com{)uted the 
elevations given in Table II. 

Of the two negative values found, one is so small as to bo 
easily accounted for by accidental errors of observation, while for 
the third the line is near the limit of the plate and is so badly out 
of focus as to render the measurements very uncertain. The four 
lines whose elevation comes out greater than 1000 miles are F, 
4713.67, 4471.83, and 5015.80. The behavior of this latter line 
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TABLE II. 



No. 



ID, 

2 Dj, 

3 t>3 

45 

47 

53 

54 

62 

64 

65 

70 

;i (72+73) 
102 

103 

113 

116 

117 

129 F 

132 

134 

151 

157 

179 

1S2 

1S3 

186 

i«7 

192 

190 

208 

209 

214 

224 



5896.16 
5890.00 
5878.05 
5328.33 
5316.88 
5276.16 
5270.02 
5226.95 
5208.70 
5205.43 
5i«4.i« 
5173.22 

y^ (63+64) 
5018.67 
5015.80 
4957.57 
4934.21 
4924.12 
4861 .51 

4«23.95 
4805. 16 

4713-^7 
4686.28 

4583.94 
4572.14 
4563-96 
4554- 19 
4549.78 
4534.15 
4501.40 
4471.83 
4468.59 
4443.8^ 
4394.90 



M^ 



60.002 
54.914 
59.746 
50.375 
50.135 
49.276 

49.144 
48.199 
47.788 

47.714 
47.230 
46.974 
46.862 

43.139 
43.056 
41 .480 
40.820 
40.534 
38.669 
37.517 
36.918 
33-840 
32.870 
28.982 
28.505 
28.174 
27.771 
27.590 
26.932 

25-555 
24.200 
24.060 
22.924 
20.574 



M:, 



60.002 
59.918 
59.749 
50.375 
50.540 
49.280 
49.149 
48.205 
47.796 
47.723 
47.233 
46.981 
46.868 
43.144 
43.076 
41.482 
40.823 
40.532 
38.691 

37.515 
36.918 
33.856 
32.876 
28.988 

28.513 
28.180 

27.777 
27-592 
26.940 

25.529 
24.220 
24.066 
22.925 
20.564 



M^-yf^ 



dzO.OOO 
+0.004 
+ 0.003 
dLO.OOO 
+0.005 
+0.004 
+0.005 
+0.006 
+0.008 
+0.009 
+0.003 
+ 0.007 
+0.006 
+0.005 
4-0.020 
+ 0.002 
+0.003 
— 0.002 
+0.022 
+0.002 
ihO.OOO 
+0.016 
+ 0.008 
+0.066 
+0.008 
+0.006 
+0.006 
+0.002 

-! 0.008 

+0.004 
+0.020 
+0.006 
+ 0.001 



E in miles 



zhO 
+256 
+ 192 
=L0 

+ 320 
+256 
+ 320 
+384 
+ 512 
+576 
+ 192 
+448 
+384 
+320 
+ 1280 
+ 128 
+ 192 
-128 
+ 1408 
+ 128 
^0 

+ 1024 
+512 
+384 
+512 
+384 
+ 384 
+ 128 
+ 512 
+256 
+ 1280 
+384 
+64 
— 640 



i.s, however, very ]3cculiar, and is similar to that of the line at 
4686.28. Both these lines on both plates show much more 
niarkedlv at the horns of the crescent than at the vertex, where 
thev seem to almost entirely disa])pear, so much so in fact that 
it was impossible to actually set the micrometer wire upon them 
at the vertex, and the measurements were made bv estimatini^ 
the distance at the horns from a close companion. This pecul- 
iarity is shared bv no other lines found on either plate, and is 
clearly marked for both lines on each plate. I feel, therefore, 
that these two lines must be common to some substance, and 
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that they are not due to a substance which shows other lines on 
the photographs. 

Since the above was written Professor Frost has called my 
attention to the close agreement of three oi these lines with 
those found by Runge and Paschen ' in the spectrum of Cleveite 
gas. The line 4713.67, with an intensity of i, agrees with the 
mean of the two lines 4713.252, intensity 3, and 4713.475, 
intensity <i, within the limit of error of my wave-lengths; 
4471.83, intensity 10, agrees with the mean of 4471.646 and 
4471-858, intensities 6 and <i respectively, and 5015.80, inten- 
sity 2, with 5015.732, intensity 6. The first two belong to the 
second and first subordinate series of helium proper, the last to 
the principal series of the lighter constituent. This explanation 
would be very satisfactory were it not for the line at 4686.28, 
which is not found by these observers in Cleveite gas, nor by 
Kayser in the spectrum of argon. Rowland gives a line at 
4686.40 with an intensity 3 as due to Ni, but this line in its 
behavior is so exactly like that at 5015.80, and so radically dif- 
ferent from all the others, that I cannot believe it can be due 
to Ni. Tn a paper entitled "The new Series in the Spectrum of 
Hydrogen,"' Rydberg deduces from his formulas on page 236 
a line at 4687. 88, concerning which he says: 

These conclusions are confirmed in every respect, if we consider the 

spectra of stars of the fifth type As we see, all the knoiun lines of 

hydrogen are surpassed in intensity by the line ^6SS\ li'hich coryesponds 
almost exactly to the computed value 4.68^.88 and which we can, with full 
certai9tty, indicate as the first line of the hydro <{en spectrum, tfcinj^ at once 
the first term of the principal and of the sharp scries. 

The line 4686.28 may well be this hydroi^en line ; the differ- 
ence in wave-length, 1.6 Angstr()m units, is somewhat large, but 
the peculiar character of the line made measurements rather 
uncertain. Its intensity is, however, much less than that of the 
other hydrogen lines, being certainly not over j\, that of either 
H^ or H^. 

The low value of these elevations ai)pcars to me somewhat sur- 
prising. Even if the stratum which gives rise to these radiations 

'ASTROPHYSICAL JOURNAL, 13, 4. I896. ' AsTRoTH YSICAL Jol RNAL,6, 233. 
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at greater elevation is not of uniform intensity, but much brighter 
on the inner side, it would hardly seem that the center of density 
should come very much nearer the level of the shorter crescents. 
And in that case the crescent should appear sharp on the inner 
edge and hazy on the outer, a condition of affairs which is by no 
means markedly in evidence. Furthermore, the elevations are 
in a great many cases but a very small fraction of the width of 
the line, thus indicating that the high level (long) lines, while 
being shifted bodily by a small amount relatively to the low level 
(short) lines, have nevertheless been broadened on each side of 
this shifted position by a much greater amount. If this be true, 
the explanation is not at once apparent, at least to me. That 
the shift above is real, and an approximation at least to the true 
amount, is confirmed by plate i, exposed several seconds before 
totality. Mere both the dark and bright F lines are seen side by 
side, evidently overlapping but not superimposed. A number of 
other lines are found both bright and dark, but only in the case 
of F was the definition good enough to permit even an approxi- 
mation to a measurement. The value found in this case was 
0.033mm, or 2112 miles, as the distance between the centers 
of 4224 from the outer edge of the high level stratum. But 
these lines clearly overlapped, as both the bright and dark F 
lines narrowed down where they came together, thus tending to 
greatly increase the measured elevation. I have given this dis- 
cussion thus fully, for I can see no instrumental cause that would 
cause this shift, and am at a loss to understand why it is not 
greater in amount. I can only say that I have given the facts 
as they have been observed, absolutely without bias, as I was 
ignorant until all the com[)utations had been finished as to 
whether this shift corres[)onded to a low or high elevation. 

DETERMINATION OF WAVE-LENGTHS. 

For the determination of the wave-lengths the following plan 
was adopted. Three normal places were formed from the meas- 
urements L^ivcn in column 9, Table I. For the first normal place 

Dj, I)., and D,, were used; for the second, ^j, ^,, and -^ * : 
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for the third, F. From these the following normal places were 

found : 

For M= 59,900 X =r 5888.35 

M = 47,000 X -^-- 5173-95 

J/ = 38,680 X =:^ 4861.50 

From these a Cornu-Hartmann interpolation formula was 
computed, giving the following equation : 

X = . 697.80 -l^^^^i^l. 

M— 104,610 

With this formula the normal lines given in Table III were 
identified with lines in Young's list of chromosphcric lines as 
revised by Frost in his Astronomical Spectroscopy. The first 
column gives the number, the second the intensity, the third the 
adopted value of X, the sixth the value of M computed by the 
above formula, the seventh the observed value of M, being 
the mean of plate 6 and plate 3 reduced as above to plate 6, 
the eighth C — O; the ninth, tenth, and eleventh columns are 
from Young's list of chromosphcric lines. The remaining 
columns explain themselves. 

I think this table explains the values of the adopted wave- 
lengths. In adopting these values, while adhering to no fixed 
rule, but trusting to my judgment as to what seemed the proba- 
ble value from the material at my command, I was guided by 
the following considerations : Where two lines were found too 
close to be resolved on my plates, and of etjual or nearly 
equal intensity as given by Kayser and Rung^c in the arc spec- 
trum, their mean wave-length was adopted, while if their inten- 
sities were markedly different, that of the brighter one was 
used. In every case Rowland's value of \ was employed. 
Though these adopted wave-lengths mav be slightly in error, 
I do not believe they will be so changed as to appreciably alter 
the wave-lengths computed from them as normal lines, even 
though they may change (juite appreciably the constants of the 
interpolation formula. D3 and F were rejected from this sec- 
ond list of normal lines as being bv far too wide for accurate 
measurement. From these 2S residuals, corrections to Xq, r, and 
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TABLE III. 



















Young's 


Number 


I 


Adopted 


Computed 
k 


C-O 


Computed 
M 


Observed 
M 


C-O 


Chrom. lines 




A 1 F B 


ID, 


4 


5896.16 


5896.16 


... 
zbO.OO 


60.009 


60.002 


+0.007 




50 3c 


2D, 


4 


5890.19 


5890.00 


— 0.19 


59.925 


59.916 


+0.009 




50 1 30 


i8 


2 


5535.35 


5535.30 


-0.05 


54.337 


54.330 


+0.007 


5535-07 


50 12 


25 


3 


5455.83 


5455.86 


+0.03 


52.888 


52.882 


+0.006 


5455.83 


10 




26 


2 


5447.13 


5447.03 


— 0.05 


52.724 


52.717 


+0.007 


5447.13 


10 




28 


2 


5429.91 


5429.65 


— 0.26 


52.397 


52.386 


+0.0II 


5429.9 


8 




45 


4 


5328.47 


5328.33 


— 0. 14 


50.383 


50.375 


+0.008 


J 5328.7 
? 5328.2 


3 
3 




53 


4 


5276.21 


5276.16 


— 0.05 


49.284 


49.278 


+0.006 


5276.21 


10 ' 10 


54 


5 


5270.14 


5270.02 


— 0. 12 


49.154 


49.146 


+0.008 


J 5270.5 
J 5269.72 


5 2 
10 , 2 


64 


3 


5208.69 


5208.70 


+0.01 


47.797 


47.792 


+0.005 


J 5208.8 
I 5208.6 


^' ^ 


65 


I 


5205.50 


5205.43 


— 0.07 


47.724 


47.714 


+0.008 


5205.9 


4' 5 


70^1 


8 


5I83-7Q 


5184.18 


+0.39 


47.228 


47.232 


—0.004 




50 r:^ 


Hh 


5 


5172.86 


5173.22 


+0.34 


46.974 


46.978 


—0.004 




50 1 30 


2 "2 ^^3 + ^4) 


5 


5168.36 


5168.37 


+0.01 


46.869 


46.865 


+0.004 


' 40 ! 2s 
20. 10 


102 


5 


5018.63 


5018.67 


-f-0.04 


43.144 


43.142 


+0.002 


5018.5 30 15 


113 


3 


4059.63 


4957.57 


—0.06 


41.485 


41.481 


+0.004 


4957.48 , 2 I 


lib 


5 


4934.24 


4934.21 


—0.03 


40.824 


40.822 


+0.002 


4934.2 


30 5 


117 


5 


4924.11 


4924.12 


+0.01 


40.534 


40.533 


-f-O.OOI 


4924.11 


40110 


124 


2 


4900. 10 


4000.05 


—0.05 


39.335 


39.833 


+0.002 


4900.31 


30 1 


126 


2 


4883.87 


4883.74 


—0.13 


39-855 


39.350 


+0.005 


4883.9 i 10 4 


132 


2 


4824.01 


4823.95 


—0.06 


37.517 


37.516 


+0.001 


4824.33 1 10, 2 


134 


2 


4805.28 


4805. 16 


— 0. 12 


36.921 


36.918 


+0.003 


4805.25 1 3 1 


168 


4 


462Q.52 


4()29.47 


— 0.05 


30 . 762 


30 . 766 


— 0.004 


4629.52 15 li 


1S2 


5 


4572.16 


4572.14 


— 0.02 


28.502 


28.509 


— 0.007 


4572.16 10 4 


iS.^ 


4 


45t>3-94 


4563.06 


+ 0.02 


28.167 


28.176 


— 0.009 


4563.94 10 5 


187 


5 


4549.72 


4540.78 


+ 0.06 


27.579 


27.591 


— 0.012 


4549.8 10 ^ 


192 


5 


4534-14 


4534.15 


+ 0.01 


26.926 


26.936 


— O.OIO 


4534-2 , 5 5 


I go 


^ 


4501.44 


4501 .40 


— 0.04 


25.518 


25.527 


— 0.009 


4501.44 1 i; 



A- (2695.60 iL 0.64) 



J/ of the intcr|)olation formula, toL^cthcr with their weights and 
probable errors, were computed by the method of least squares, 
and the final value.s found were 

_ (142CS57 ±2^)) 

J/— ( 104.637 it 0.018) * 

while the probable error of an observation of M, whose weight is 
unitv, came out 1:. 0.0022 mm, corresponding to a probable error 
of \ at fn — 20, of '. 0.04 ; at ;;/ =r- 40, of ^- 0.07; and at m = 

60. of -' 0.16. 
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Rowland's intense lines 


Kayser and Runge's 
Fe^ lines 


Hasselberg's Ti lines 


A 


1 


Ele. 


A 


I 


Ele. 


y 


I 


Ele. 


A 


I 


A 


I 


A 


I 


A 


I 


A 1 1 A 


I 


6.16 










































O.IQ 








































5.06 2 


Fe 


5.64 


2 


Fe 








5-52 


4 


4.86 


6 


















5-S.? 4 


Fe 


5-67 


2 


Fe? 






'7.72 


5 


5.80 


I 


4.53 


6 














b.So 


2 


Ti 


7-13 


Fe 


6d? 






I7.05 


I 










6.80 


2 










9.91 


6d'.^ 


Fe 












9.81 


I 


9. II 


6 






9. .37 


2.3 










S.24; 8 


Fe 


8.70 


2 


Fe 






8.15 


I 


8.50 


2 


8.94 


6 














5-93 


I 


Cr 


6.17 


3 


Fe? 


6.24 


2 


Cr 


6.19 


6 






















Q.72 


8 


Fe 


0.56 


4 


Fe 








9.65 


I 


0.43 


I 


















8.60 


5 


Cr 


8.78 


2 


Fe 
































4-77 


3 


Fe 


4.68 


5 


Cr 


6.22 


5 


Cr,Ti 


























3.79 










































2.i)6 










































S.36 










































8.63 4 


Fe 


8.46 


I 


Ni 








8-53 


4 










8.50' 2 










7-4^^1 5 


Fe 


7.78 


8 


Fe 








7.80 


2 


7.43 


3 


















4 2l| 3 


Ba 


4.28 


4 


Ba 
































4-II 5 


Fe 


4.96 


3 










4.00 


6 


4.89 


5 


















0. 10 2 


Ti,Ca 


0.30 


2 


Yi 




















0.08 


3 










3-87 


2 


Yt 






































3.70 


5 


Mn 


4-32 


3 


Fe 








363 


4 


4.27 


6 


















5.2ij 


3 




5.61 




0, Ti 




















5-25 


1.2 


5.56 


2.3 






9.52 


6 


Ti, Co 


























i 










2.10 


6 


Ti 


























2.15, 3 


1 






304 


4 


Ti 


























3.60 


1.2 


394' 2.3 






9.64' 2 


Fe 


9.81 


6 


Ti, Co 






























4 14 6 


Ti, Co 






































1-44 5 


Ti 


































1 



With this equation the wave-lengths of the normal lines were 
computed and are given in column 4, Table III, and the residu- 
als C— O in column 5. The average probable error of a single 
wave-length deduced from these residuals comes out -±0.09, 

With this equation the final wave-lengths given in Table I 
were computed. These were first computed directly with seven- 
place logarithms and checked by computing a tabic for every 
millimeter of M from 20 to 60 and interpolating, using second dif- 
ferences ; they are, I think, free from any errors of computation. 
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I have carried these wave-lengths out to the j J ^ of an Angstrom 
unit, not because I think the hundredths are of real significance, 
but, except in the case of very broad lines, such as D,, F, and //7, 
and in cases of lines classed as very hazy, I believe the tenths are, 
and it was as easy to carry out the computation to the yj,j as to 
be certain of having the tenths correct. The normal lines were 
not extended beyond A.4549.78, as above this point the want 
of definition due to the non-achromatic properties of the instru- 
ment employed became very marked. But I computed their 
wave-lengths, as one does not feel inclined to throw away any 
material secured at the time of an eclipse, even if not of very 
great value. 

I had hoped to be able to determine the elevations of these 
lines by measuring the arc of their crescents. But it soon 
became evident that measurements of this character would be 
valueless, since the irregularities of the Moon's surface were so 
large in proportion to the elevations that lines frequently 
appeared, disappeared, and reappeared again several times. I 
decided therefore to divide the lines into five classes and denote 
their elevations on a scale of from I to 5, I being the shortest 
and 5 the longest. 

To Tabic I, 1 have added three columns, giving all lines in 
Young's list of chromospheric lines which are certainly found 
on my plates and in addition those lines of Young's list which, 
though near the lines of my i)late, yet seem so far away as to 
render the identification doubtful. The remaining 86 lines are 
ccrtainlv not present in Young's list, while a number of the lines 
gi\cn in Young's list are not found on my plates. 

It was my original intention to make no effort at identifica- 
tions of these lines, but at Professor Frost's suggestion I have 
made a care I u' comparison with the Fraunhofer lines given by 
Rowland in his table of solar spectrum wave-lengths and the 
results are so striking that I think they would be of general inter- 
est. In coin[)aring spectra obtained with two instruments differ- 
ing greatlv in resolving power, great caution must be observed in 
order to avoid faulty identifications. It is evident that a group 
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of two or more lines shown by Rowland as widely separated and 
differing considerably in their relative intensities might all merge 
into one in my instrument ; and the question to be answered is, 
at what point of the resulting superimposed diffraction patterns 
will the point of maximum density occur. The case of two lines 
of equal intensity is simple enough, but if the intensities differ 
widely we may find the point of maximum density anywhere 
between the mean of the two and the center of the strongest 
line. What seemed to me, therefore, a plausible plan to follow 
was to select all the lines of Rowland's list, having an intensity 
of I or greater, which may fairly be considered as possibly 
combining into one on my plates. In order to determine the 
point of maximum density of this group of lines I multiplied 
the wave-length of each by its intensity, added their products 
together, and divided the sum thus formed by the sum of the 
intensities. By this somewhat arbitrary method I have made 
my comparison and find that of the 200 lines given in my table, 
whose wave-lengths are carried out to yj-^ of an Angstrom unit, 
163 or 81 per cent, have residuals of between and 0.3 of an 
Angstrom unit, 20 or 10 per cent, residuals of from 0.3 to 0.4, 6 
or 3 per cent, of from 0.4 to 0.5, 6 or 3 per cent, of from 0.5 to 
0.71 and 5 or 2\ per cent, have no corres|3onding line in Row- 
land's list ; of these, one is D3, and three others have been shown 
to agree with lines in the spectrum of Cleveite gas. The remain- 
ing one at A. 5661.96 is found on only one of my plates and was 
classed as '* very large and broad " the first time and " doubtful 
and hazy" the second; its intensity is estimated as 1. If we 
regard the intensity of such a group of lines as equal to the sum 
of the intensities of its components the agreement of my esti- 
mated intensities with those computed from Rowland's table is 
far from satisfactory, the relative intensities being frequently 
reversed. The character of the lines, however, agrees better. 
In most cases a line classed as broad or hazy corres}:)onds to a 
group of several lines, though this is not always so. In view of 
the above facts I feel safe in saying that so far as these two 
plates are concerned the lines may be completely explained by 
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a reversal of so?ne of the Fraunhofer lines combined with a 
change in their relative intensities, plus those lines due to helium. 

That the flash spectrum is the reversal of all the Fraunhofer 
lines is far from being borne out by my plates. Of the 1144 
solar lines given by Rowland within the limits of my plates and 
having an intensity of i or over, a total of only 445, or 40 per 
cent., can by any fair assumption be considered as making up 
lines or groups on my plates, and among the 60 per cent, lack- 
ing are many of the brightest lines. Thus there are 73 lines 
with an intensity of 4 or greater certainly not found on my 
plates, over one half of which are due to iron. Why this should 
be so is not easy to see ; possibly they are at such low levels as 
not to have been caught on my plates, in which case iron must 
give a different spectrum at high levels than at low. However, 
whatever may be the explanation, I simply offer the facts as 
they have been observed. 

In conclusion I wish to express my deep obligation to Pro- 
fessor Ikown and the other members of the Naval Observatory 
staff at Barnesville, whose cordial support and earnest coopera- 
tion made this work possible. It is also proper to state that the 
actual expense of this work was borne by the government, while 
the trustees of the Ohio State University granted me a month's 
leave of absence. 

Kmkkson McMillin Observatory, 

Ohio Staik Univkrsity, 

Deceml>er lo, 1900. 



Minor Contributions and Notes 



COOPERATION IN OBSERVINCx VARIABLE STARS.* 

The number of known variable stars of long period is now so great, 
and is increasing so rapidly, that the observation of many of them has 
been greatly neglected. Observations by Argelander's method are so 
easily made that they are especially adapted to observers who, for 
various reasons, cannot use precise photometric methods. In the case 
of variables of small range, including those of short period and many 
of the ^/^^/ variables, the subjective errors greatly diminish the value 
of observations by Argelander's method. In these cases, also, the 
periods and light curves appear to be so regular that continuous 
observations are not needed. It appears to be better to observe such 
objects photometrically throughout their variation, if possible, and 
thus determine the light curves. Small variations in the period can 
then be determined by occasional observations at times when the light 
is varying most rapidly. Many of the variables of long period appear 
to change irregularly, and continuous observations are required until 
the nature of the changes are known. Moreover, the range is, in 
many cases, so great that the errors of observation are not suthcient to 
affect seriously the form of the curve. The method of observation 
for these stars, which has been in use here for the last twelve years, is 
as follows : A sequence of comparison stars is first selected as near the 
variable as possible, and each about half a magnitude brighter than 
the next in order, the brightest being somewhat brighter than the vari- 
able at maximum, and the faintest fainter than the variable at mini- 
mum. Care is taken not to include double stars or those near brighter 
stars. The stars brighter than the tenth magnitude arc then measured 
with the meridian photometer. This has been done for nearly all of 
the comparison stars selected here. Magnitudes determined with the 
meridian photometer, for all stars of the seventh magnitude and 
brighter, can now be furnished uj)()n a uniform svstcni. For the 
fainter stars, measures have been made of large numbers of stars as 

* f/iirvarti College Observatory Circular No. 5^ 
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faint as the thirteenth magnitude, and photometers are now in use 
with which the faintest stars visible in the largest telescopes can be 
measured. As the apparent magnitude may sometimes differ from the 
measured magnitude, it has been found best to estimate independently 
on several nights the interval between each of the adjacent stars in the 
sequences, and adopt magnitudes found by combining these estimates 
with the photometric magnitudes. Having thus provided standards 
of comparison on the same scale for stars in all parts of the sky, a 
variable may be compared on any night with the stars nearest it in 
brightness in its sequence, taking care to select one that is brighter 
and another fainter. From estimates of these intervals in grades, 
the light of the variable is readily reduced to the standard scale. 
When a variable is faint, it is impossible to observe it for several days 
every month near the time of full Moon. At least one observation 
should be obtained in the interval between successive times of full 
Moon. This can be done only for polar stars, owing to the proximity 
of the Sun at certain seasons. Since the periods of a large portion of 
the variables of long period exceed half a year, it is evident that 
monthly observations will, in general, give a good idea of the form of 
the light curve. Of course, additional observations should also be 
obtained, but failure to secure any observation during a long interval 
should be avoided, if possible. Since 1889 ^" attempt has been made 
to observe seventeen circumpolar variables north of declination +5°^ 
at least once a month. These stars are always above the horizon at 
Cambridge, so that they can be observed at all seasons. The results 
for the years 1889-1899 will be found in Volume XXXVII, Part I, of 
the Afnials, which is now printed and in process of distribution. 
Similar observations have been made of about sixty other variables, 
but less regularlv. At Arequipa similar observations have been made 
of a large number of southern variables. It is much to be desired 
that all variables of long period should be observed in the same way, 
or at least so that all can be reduced to a uniform scale of magnitudes. 
Coripcration is necessary to attain success in this work. Variables 
near the e( liptic ran bo ()l)served when near the Sun much better at 
tr()j)i(al stations than at those near the pole. The reverse is true 
for i)()lar variables. Northern variables can be observed for a longer 
portion of the year at northern observatories, and southern variables 
at southern observatories. When a variable can be observed only in 
tlu' iiiornini;, it is niurh more likely to escape observation than at 
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other seasons. A computation has been made of the date on which 
the variables mentioned above are 20° above the horizon at Cambridge 
at midnight, and also in the morning and evening when the Sun is 
still 10° below the horizon. Thus these three dates for the star T 
Andromeda are July i, May i, and March 12. Accordingly, from 
May I to July i this star can be observed only in the morning, from 
July I to March 12 it can be observed in the evening, while from 
March 12 to May i observations are difficult owing to twilight. When 
a variable is bright it is best observed with a small telescope, that is, 
one having an aperture of not more than 6 or 8 inches. Observations 
of great value could be obtained by an observer with a large telescope 
if he was notified when the star was too faint to be observed with 
smaller instruments. The excellent charts of Father Hagen are almost 
indispensable for observing the stars when fainter than the ninth mag- 
nitude. When the variables are bright, the need has been felt here for 
charts on a smaller scale and covering a larger region. After various 
experiments, photographic enlargements have been made of portions 
of the admirable charts of the Bonn Durchmusterung. A region 3^ 
square surrounding each variable has been enlarged three times, thus 
giving a map on the standard scale of one minute of arc to one milli- 
meter. The stars on these maps, while appearing coarse by daylight, 
are thus easily seen and identified at night without using a light bright 
enough to dazzle the eye. The designations of the stars in the 
sequence are marked upon these enlargements, and copies will be 
furnished at cost. Charts will be furnished free of cost to experienced 
observers who are ready to cooperate in the above plan of work. 
Observations of nearly equal value can be obtained by those unac- 
customed to estimating intervals in grades. It is only necessary to 
enter on the charts the standard magnitudes of the coni{)arison stars, 
and from these to estimate directly the magnitude of the variable. 
Charts are now being prepared, and with the corresponding magni- 
tudes can soon be furnished for the following stars: 

T Andromedce, T CassiopcUe, R Andromedcr, S Ccti, S Cassiopcur, R Pis- 
ctum, R Arietis, o Ceti, S Persei, R Ceti, U Ctti, R I'auri, R Aurii^^cr, V 
Orionis, R Lyncis, R Geminorum, S Cauis Minoris, R Cancri, V Cancri, S 
//ydrce, T Hydrcp, R Leonis Minoris, R Lco?iis, R Ursce Majoris, X Mvi^jitis, 
K Coma Berenices, T Virginis, R Conn, Y Virginis, T Ursce Majon's, R 
Virginis, S Ursce Majoris, U Virginis, V Virginis, R Hydra-, S Virgifiis, R 
Canum Venaticorum, S Bootis, R Catnclopardali, R Bobtis, S Librcr, S 



I/O MINOR CONTRIBUTIONS AND NOT^S 

St'rpentis, S Coroncp Boreaiis, R Hercuiis, R Scorpii, S Scorpii, U Hercu/is, V 
Herciilis, R Urscr Minoris, R Draconis, S Herculis, R Ophiuchi^ T Herculis, 
R Sciiti, R Sa^ittarii, R Cygni, x Cygni^ S Cygni, RS Cygni, R Delphini, 
U Cygni, V Cygiii, T Aguarii, R Vulpeculce, T Cephei, S Cephei, SS Cygni^ 
S A guar it, R Pegasi, S Pegasi, R Aguarii, and R Cassiopeice, 

If the above plan proves successful, it is hoped that it may be 
extended to the other variable stars of long period. 

Edward C. Pickering. 



ANDERSON'S NEW STAR INT PERSEUS.' 

The cable message announcing the discovery of a new star in the 
constellation Perseus by the Rev. T. D. Anderson was received at the 
Observatory early in the evening of February 22, 1901. Owing to 
clouds, the new star w^as only occasionally visible, and twice it was 
necessary to cover the instruments on account of falling snow. Dur- 
ing the intervals, however, various observations were made, which have 
a value owing to their early date. Numerous comparisons by Miss 
Cannon with a Aurigae, magnitude 0.21, a OrioniSy magnitude 0.92, 
and a Tauri, magnitude 1.06, showed that the magnitude of the star 
was about 0.9. Photometric comparisons by Professor Wendell with 
the 15-inch telescope, of the Nova with the star +43^732, magnitude 
7.25, at 14^ o™ and at 17^ 25"', Greenwich Mean Time, gave the magni- 
tudes 0.35 and 0.39, respectively. 

Meanwhile an examination was being made by Mrs. Fleming of 
the photographs of the region obtained here earlier in the month, 
with the various instruments. Although photographs are taken with 
the transit photometer throughout every clear night, yet owing to twi- 
light they cannot be taken as early in the evening as this star culmi- 
nates. Fortunately, for some weeks the work of the transit photo- 
meter, which photographs objects only near the meridian, has been 
supplemented by photographs with Cooke and Ross-Zeiss Anastigmat 
lenses. With these instruments, an attemi)t is made to cover the entire 
sky, both cast and west of the meridian, at short intervals. The com- 
pleteness with whi( h this has been done is shown by the fact that we 
have photographs of the region of the Nova with the Cooke lens on Feb- 
ruary 8, iS, and 19, and with the Ross-Zeiss lens on February 2, 6, 18, 
and 19. The photograph taken with the Cooke lens on February 19 

^ Harvard Colit-'^d Ohiervatory Circular No. 56. 
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had an exposure of 66", beginning at 11^ iS™ Greenwich Mean Time, 
While this photograph showed not only the faintest stars contained in 
the Durchmustermig^ but also stars as faint as the eleventh magni- 
tude, no trace of the Nova was seen. This result was confirmed by the 
other plates mentioned above. A general examination of the large 
number of earlier plates of this region did not seem to be necessary. 
Plates taken with the 8-inch Bache telescope as early as November 6, 
November 8, and December 12, 1887, fail to show the Nova, although 
the spectra of stars as faint as the eighth magnitude are clearly visible 
on all, and those of the ninth magnitude, on the plate taken on 
November 6. A photograph taken with the 24-inch Bruce telescope 
on October 18, 1894, with an exposure of 15™, shows no trace of this 
object, although stars as faint as the magnitude 12.5 are well seen. 

On this same evening, February 22, eighteen photographs were 
taken with various instruments under the direction of Mr. Edward 
S. King. They showed that, photographically, the Nova was 0.3 
fainter than a Aurigae. The general appearance of the photographic 
spectrum resembled that of the Orion type and was very unlike that of 
other new stars, in which the bright lines are the most conspicuous 
feature. This star had a strong continuous spectrum traversed by 33 
dark lines. The approximate wave-lengths, as derived by Hartmann's 
formula, from the measures of ZTc, ZTy, and H^, are given below. 
Each is followed by its relative intensity, and by the difference found 
by subtracting it from the wave-length of the corresponding line, if 
any, in the spectrum of /? Ononis. As the lines having greater wave- 
length than 5000 have thus been determined by extrapolation, they 
may be subject to large systematic errors. 

3894, 10, Hi,, —5; 3970, 20, //e, o ; 4026,3, o; 4077, 2,— i ; 4102, 
30, /^, o : 4126, 5, +2 ; 4151, I, — 4 ; 4266, 2, + I ; 4341, 40, //y. o ; 
4366, I, -f I ; 4388, 2, o ; 4415, I ; 4435, i, + 3 ; 447o» 2, + 2 ; 4481, 
20, o ; 4510, 2, — 2 ; 4530, 2 ; 4552, 2 ; 4572, i ; 4616, i ; 4643, i ; 
4665, 3 ; 4714, 3. — 1 ; 4862, 40, Hp, o; 4885, 2 : 4022, 2, o ; 5325, i ; 
5399, I ; 5431, I ; 5677, 2 ; 5695, 7 ; 57^9* 5 ; -'^^d 5761, i. On careful 
examination the lines 3970, 4102, 4341, 4481, and 4862 were seen to 
be bright on the edge of greater wave-length. The line 4665 was 
bright on the edge of shorter w\ave-length, or there was a bright line 
whose approximate wave-length wms 4660. The line 4026 was not 
measured, but identified from its position. 

On February 23, the clouds were so dense that few observations 
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couid be made. The star appeared to be brighter and bluer than 
a Aurigae, and to have the approximate magnitude o.o. The spectrum 
was photographed faintly and showed no marked change except that 
the line K, which was absent on the previous evening, was present and 
nearly as intense as Ht. 

On February 24, it became clear soon after noon, and at one o*clock 
the Nova was seen with the 6-inch equatorial, and also with the 
2-inch finder, in strong sunlight. In the evening, the magnitude accord- 
ing to visual comparisons, was 0.54, from measures with the 15-inch 
equatorial, 0.59, and with the meridian photometer, in strong daylight, 
0.28. Photographically it was 0.4 or 0.5 fainter than a Aurigae, The 
spectrum showed a remarkable change. It was traversed by numerous 
bright and dark bands, and closely resembled that of Nova Auriga^. 
The principal lines >vere dark with accompanying bright lines of some- 
what greater wave-length. The bright lines accompanying K and /Te 
were reversed, and traversed by narrow well defined dark lines. These 
last lines, and one of somewhat shorter wave-length than H^, are the 
only sharply defined lines in the spectrum, all of the others being 
broad and hazy, and difficult to measure with accuracy. 

Clouds interfered with observations on February 25, but the Nova 
was evidently much fainter than on the previous evening. Its magni- 
tude from visual comparisons was 1.4, from photometric n)easures, 1.07. 
The spectrum differed slightly from that on February 24. The lines 
Bh, //y, and H^ were also reversed and replaced by one or more 
narrow dark lines. 

On February 26, the magnitude from visual comparisons was 1.3, 
from photometric measures 1.49. The changes in spectrum were slight. 

Observations of the position of the Nova were made by Mr. J. A. 
Dunne, with the 8-inch meridian circle, on February 23, 24, and 25, 
with the result for 1900.0, R.A. 3'' 24'" 24^.02, Dec. + 43^ 33' 42. '4. 

It therefore appears that on and before February 19, 1901, the star 
was invisible, or at least fainter than the eleventh magnitude. On 
February 21, its niagnitude was 2.7, according to Mr. Anderson. On 
February 22, its magnitude was 0.5, perhaps becoming a little brighter 
on February 23, and then diminishing, so that on February 25 its 
mai^niitude was i.i. Its spectrum on February 22 and 23, was of the 
Orio/f type, nearly continuous, traversed by narrow dark lines. Durinji^ 
the next 24 hours an extraordinary change took place, so that on 
February 24 the spectrum resembled that of the other Novae. It was 
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traversed by bright and dark bands, and the principal dark lines had 
accompanying bright lines of slightly greater wave-length. 

During the last fourteen years, and since the general application 
of photography to astronomy, eight new stars are known to have 
appeared, Nova Perseiy in (887 ; Nova Aurigae, in 1891 ; Nova Normae, 
in 1893; Nova Caritiae^ in 1895; Nova Centauri, in 1895; Nova 
SagittariiyXXi 1898; Nova Aquilae, in 1899; and Nova Persei, in 1901. 
The second and last of these, which were much brighter than the 
others, were found visually by Dr. Anderson. All of the others were 
found by Mrs. Fleming, from an examination of the Draper Memorial 
Photographs. Nova Aquilae was announced by telegraph, but has not 
been described in these circulars. Its position for 1900 is R.A. 19*" 
i5"'.3, Dec. — 0° 19.' It was not seen on plates taken on November i, 
1898, and earlier, although stars of the thirteenth magnitude appeared 
on some of them. On April 21, 1899, it was seventh magnitude. It 
appears on eighteen photographs taken during that summer, and on 
October 27, 1899, it was tenth magnitude. In July 1900, when it was 
discovered, it was about twelfth magnitude. Seven bright lines H^^ 
Zfc, Hh^ Hyy 4693, Hp, and the nebular line 5007, were seen in the 
spectrum photographed on July 3, 1899. On Septeujber 7, 1899, Hy 
and a somewhat fainter line, which is probably 4959, were the only 
bright lines visible. On October 27, 1899, Hy and 5007 were alone 
visible and bright, so that the spectrum had then become that of a 
gaseous nebula. 



Edward C. Pickerin 



G. 



February 27, 190 1. 



THE YERKES OBSERVATORY OF THE UNIVERSITY OF 

CHICAGO. 



BULLETIN NO. 16. 



THE NEW STAR IX PERSEUS, 

The first news of Anderson's discovery of a new star in Perseus 
was received at this Observatory on February 24. An examination of 
the region near the star, made that evening with the 40- inch telescope, 
failed to show any evidence of nebulosity, but the bright moonlight 
would have rendered a faint nebula invisible. At that time the magni- 
tude of the star appeared to be about 0.5. Its color was yellow, with a 
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decided reddish cast, very similar to that of a Orionis. Very little 
time was spent in examining the spectrum visually, as it was felt that 
photographs would be more valuable than drawings based on microm- 
eter measures. We had fortunately just received a fresh supply of 
Erythro plates through the kindness of the International Color-Photo 
Company of Chicago, and it was therefore possible to photograph the 
entire spectrum from Ha, to Hi. Beyond this point in the ultra- 
violet the absorption of the 40-inch objective greatly enfeebles the 
spectrum, which is still further weakened by the lack of perfect achroma- 
tism in this region. 

Photographs of the spectrum have been obtained by Mr. Elleriiian 
as follows : 



Date 
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plates 


I901, Feb. 24 


5 


24 
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24 
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25 


3 


25 
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25 
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25 
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26 
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27 
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28 
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28 
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28 
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Mar. 4 
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II 
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1 1 
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Dispersion 

3 prisms 
3 prisms 
3 prisms 
3 prisms 
3 prisms 
I prism 
I prism 
3 prisms 
I prism 
3 prisms 
3 prisms 
I {>rism 
I j)rism 
I prism 
3 prisms 
I prism 
I j)rism 
3 prisms 
3 |)risins 
I prism 
3 prisms 
I ])riMn 



Region 



///3 to 7/7, Bruce spectrograph 

D to 4400 

Ha, to 4500 

///3 to 7/7, Bruce spectrograph 

D to 4400 

5700 to 3700 

77a to 3900 

D to 4400 

Ha. to 3900 

D to 4400 

Ha to 4500 

5700 to 3700 

5700 to 3700 

Ha to 3000 

D to 4400 

5700 to 3700 

Ha to 3900 

D to 4400 

H^ to 777 

5700 to 3700 

i) to 4400 

5700 to 3700 



The comparison s})ectra which appear on these plates are those of 
titanium, hvdroi^en, and sodium. 

On I'cbruary 24 and 25 Mr. Ritchey photographed the region of the 
Nora with the 4c- inch telescope and color screen. In order to obtain 
a suflKient number of romi)arison stars the plates were given an expo- 
sure of one hour. The light of the Nova was intercepted by a small 
movable occulting disk, with which four (for the second plate, five) 
very brief exposures were given at intervals of about fifteen minutes. 



PLATE III. 




Fig. I.— D3 AND THE Sodium Lines. 
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The total exposure for the Nova was probably about half a second. In 
the resulting photographs, the images of the Nova and the neighbor- 
ing stars (of which more than forty appear in a region 12' square) are 
small and appear to be well adapted for measurement. Through the 
kindness of Director Rees, these plates will be measured at the Colum- 
bia College Observatory. The position of the Nova was measured 
inicrometrically by Professor Burnham on March 3. 

The wedge photometer used with the 40 inch telescope in the deter- 
mination of standards of faint stellar magnitude has been employed 
by Mr. Parkhurst in measuring the brightness of the Nova. Hitherto 
objectives of one and two inches aperture have sufficed, but as the 
Nova decreases in brilliancy it will be followed with the 12-inch and 
40-inch telescopes. A preliminary reduction gives the following mag- 
nitudes : 



Date 


Mag. 


Date 




Mag 


901, Feb. 25 


I.O 


1 90 1, Mar. 


3 


2.7 


26 


I.I 




4 


2.8 


27 


2.0 




5 


2.7 


28 


1.9 




6 


3.1 



A photograph of the spectrum (G 440) taken with the one prism 
spectrograph on February 28 has been measured by the writer. The 
resulting wave-lengths of the lines and bands, computed by the aid of 
Cornu-Hartmann formulae, furnished data for attaching a scale to an 
enlargement of the photograph reproduced in Fig. 3, Plate III. 

Inspection of the photograph will show that the spectrum is very 
similar to the earlier spectrum of Nova Aiirigae. The hydrogen lines, 
notably C (Fig. 2) and F, are bright and very broad. The dark lines 
superposed upon them (not shown in the cut) are probably reversals 
caused by the absorption of an outer layer of cooler gas at lower pres- 
sure. 

On the more refrangible side the hydrogen lines are accompanied 
by dark lines, just as was the case with Nova Auri^^ae. As Wilsing has 
shown, this is doubtless due to the great pressure under whic h the 
radiation occurs. The bright sodiuu] line has broadened into a band, 
on which appear the two dark 1) lines (Fig. i). These appear on the 
photographs, and are clearly visible in visual observations with a three- 
prism spectroscope. As the titanium poles were moistened with a 
weak solution of sodium chloride, the comparison spec:triini contains 
the bright sodium lines. Thus the motion of the star in the line of 
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sight can be measured. Some preliminary determinations indicate 
that the Nova is moving away from the Earth at a low velocity. 

The helium line D3 seems to be present as a dark line, lying close 
to the bright sodium band on the more refrangible side (Fig. i ). 
The bright calcium lines H and K are notable for their great breadth 
and for the narrow lines of reversal which traverse them. The chief 
nebular line seems to be present (X 5002 — 5041), and a fainter line or 
band (A491 1 — 4988) covers the region of the second nebular line. 
The b group of magnesium is doubtless represented by the very bright 
band A 5154 — 5204. The green coronal line (X 5303) would fall near 
the more refrangible edge of a bright band in the spectrum of the Nova. 

Further results, based upon measurements of photographs taken 
with the three-prism spectrograph, will be given in a subsequent paper. 

Note added March 18. — A comparison of photographs taken on 
March 4 and March 15 shows that the dark lines on the more refrangi- 
ble edge of the bright hydrogen lines continue to increase in sharp- 
ness. At first single and rather diffuse, they have become sharply 
defined double lines. K is much fainter than before, and b is appa- 
rently decreasing in intensity. 

George E. Hale. 

March 12, 190 1. 
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ON THE ORBITS OF THE ALGOL VARIABLES 

RR PUPPIS AND F PUPPIS. 

By Alexander W. Roberts. 

Sufficient observations of the two recently discovered Algol 
variables, RR Puppis {Ch, 2781) and V Puppis {Ch. 2852), have 
been secured at Lovedale to yield, with some degree of exact- 
ness, the chief characteristics of their orbital movement. 

Both stars are fine examples of the two outstanding types of 
Algol w^nzXioii : of the type resulting from the revolution of two 
stars nearly equal in size and brightness, and of the type pro- 
duced by the revolution of two stars considerably unecjual both 
in size and in brightness. 

There is also this added interest, that V Puppis, which 
belongs to the first type of variation, is a spectroscopic binary, 
and when observations sufficiently refined to yield certain meas- 
urements in the line of sight have been obtained, not only the 
relative, but the absolute dimensions of the system will be 
known. Any addition to our knowledge of this star is there- 
fore of interest. 

RR Puppis lies far beyond spectroscopic reach, at least with 
its present limitations. 

A'A' PUPPIS. {Ch. 2781.^ 

R. A. y^ 43'" 31' (1900) 
Dec. — 41 7 .6. 
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Observations of this star were begun as soon after the 
announcement of its variation as possible. The star has accord- 
ingly been under observation for the better part of a year, 
nearly 200 observations having been secured. 



: ! 

Fig. I. 

The period of variation cannot be far from 

6^^ 10^ I9'".6. 

With this period all the observations were reduced to the 
first light curve of 1 900. 

Figs. 1 and 2 indicate this mean curve. In Fig. i is given 
the whole light curve, and in Fig. 2 the portion of the curve 
near and at minimum. 

The light curve of RR Piippis is almost identical in form 
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with that of 5 Vclonim, and naturally the interpretation of the 
light chaiiL^cs of both stars run on parallel lines. 

The data from which the form and relative dimensions of 
the orbit of AVv Puppis are deduced may be summarized as 

follows : 

(1) The full period is. as stated, 6' 10*' iq'".6 

(2) The limits of variation are 9'".! and io"\8 
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(3) The duration of increasing or decreasing phase is 4*^ 15'" 

(4) The stationary period at minimum is 8^ 30'". 

Statement 3 would indicate that the orbit of RR Piippis is 
practically circular. There is apparently a slight want of corre- 
spondence between the increasing and decreasing phases ; but 
this apparent inequality may be due to errors of observation. 
A series of observations with the new prismatic telescope is 
being made, with the purpose of settling this difficulty, and also 
with the hope of obtaining some certain trace of a secondary 
minimum. As this minimum will not amount to much more 
than o'".05, the probability of securing unmistakable evidence of 
its existence is remote. 

The presumption of the evidence already obtained is that 
RR Puppis moves in a circular orbit. 

Statements i, 3, and 4 lead to a determination of the rela- 
tive size of the component stars, assuming a circular orbit. 

Thus, Ipt 

r , r^^: radii of the two stars ; 
then 



'■+'-.= "»l^'»-(6.!X-.6) 



'9 
==0.34 , 

the radius of the orbit being e(]ual to unitv. 

The relation between r, and r^ is given a[)proximately by the 
ratio 

r^ _ 4' 15 '" _ 0.08 
r^~~ 12" 45'" ~ 0.26 
That is, 

Radius of orbit i.oo 

Radius of f^w^'jr (i) - - - - 0.26 

Radius of comes (2) - - - - 0.08 

The relation between the light intensity of the two stars is 
readily determined by a simple consideration of the magnitude 
at maximum and the magnitude at minimum. 

At a maximum RR Puppis is 2.7 times briglitcr than it is at 
a minimum. It is evident that at a maximum \vc have the com- 
bined light of the two stars. 
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'That is, Z,+ Z,= 2.7 . 

At a minimum either comes (2), the smaller star, passes 
behind comes (i), and is thus eclipsed by it for 8J^ hours, or it 
transits across it during the same period. 

In the latter case we would have 

an inadmissible relation, as in that case Z, would have a nega- 
tive value. 

In the former case, however, the equation stands 

A+A=2.7 
Z, = i.o , 

and consequently 

Zj= 1.0 

A='.7 • 
That is, the smaller star is nearly twice as bright as its larger 
companion ; or, surface for surface, fifteen times more luminous. 

As already stated, a similar disparity between size and 
brightness holds good in the case of the Algol variable 5 Velonim, 

The relative proximity of two stars so unequal in brightness 
is indeed remarkable. It is by no means singular, however. 
And that it is not singular makes the inequality in size and 
brightness of such systems one of the most interesting problems 
in stellar physics. Interesting, not only because of its relation 
to many other allied questions, but because the problem leads 
to the very threshold of the origin of binary stars. 

The solution of the problem will be partially effected when 
we arc able to determine the relative densities of the two com- 
ponent stars. The data at our disposal enables us to say that 
the density of AVv Puppis cannot be greater than 0.16, the Sun's 
density being unity. This result is in complete accordance with 
wliat has been ascertained of other close binaries. 

Gathering toi^ether what we have been able to deduce readily 
from an examination of the light curve of this star, we find that 
tlie system consists of two stars, one three times the diameter of 
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the other. The smaller star, as in the case of S Velonim, is 
nearly twice as bright as the larger star. The distance between 
the circumferences of the two stars is about two thirds of the 
radius of the orbit. 

The density of the system cannot be greater than one sixth that 
of the Sun. It is impossible to say what the relative density of 
the two components is. It is also not possible from the meas- 
ures now available to determine the exact form of the orbit or 
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its inclination to the plane of sight ; but a series of observations 
are being carried out with the hope of arriving at the value of 
both these elements. 

R. A. 7'' 55"^ 22' ! r^oo) 
Dec, — 4S 5.^:4 

The mean |jeriod of this star as determinL*d from a cnni- 
parison of all available observations is 

f' 10'' 51"' :26 .7. 

With this period the observations made at Lovedalc during 
1899 and the earlier months of 1900 were grouped inlu thirtv- 
five hourly sets. Tlie mean magnitudes derived from these 
groups are given in Table I, CitJuuHi ^. If tliL-se magnitudes be 
plotted down and the mean light cur\'e be drawn we have tlie 
characteristic form of curve indicated tn Fig. 5. 
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The salient features of this curve, its double and unequal 
minima, its double and equal maxima, its symmetry, and its close 
resemblance to the light curve of U Pegasi will at once be evident. 

The following table gives the observed magnitudes, grouped 
in thirty-five hourly sets ; the magnitude indicated by the mean 
light curve ; the difference between the two, and the number of 
observations in each set : 

tablp: I. 



No. 


Date (G. M. T.) 


Obs. mag. 


Mean m.-»g 


O-M 


No. of obi'ns 


I 


1900, Jan. r* 


0" 


27'" 


... " 1 
4.22 


4':'23 ' 


— o'!'oi 


9 


2 




I 


2b 


4.33 


4.33 


-f-0.00 


12 


3 




2 


30 


4-43 


4-44 


— O.OI 


13 


4 




3 


31 


4. bo 


4.58 


-ho. 02 


21 


5 




4 


32 


4-75 


4.7b 


— O.OI 


13 


6 




5 


25 


4.76 


4.76 


4-0.00 


IQ 


7 







30 


4.68 


4. bo 


4-0.08 


ID 


8 




7 


2b 


4.50 


4.46 


ro.04 


10 


9 




8 


30 


4 32 


4.34 


— 0.02 


12 


10 







3^ 


4.24 


4-25 


— O.OI 


8 


II 




10 


33 


4.IQ 


4.1^) 


-f 0.00 


Q 


12 




II 


2S 


4.18 


4.1b 


+0.02 


13 


13 




12 


y) 


4.16 


4.15 


-j-o.oi 


I I 


14 




13 


32 


4.1b 


4.14 


4-0.02 


9 


15 




14 


34 


4.10 


414 


— 0.04 


II 


16 




15 


2 b 


4.14 


4.15 


— O.OI 


10 


17 




lb 


3^ 


4.1b 


4.1b 


-f 0.00 


8 


iS 




17 


2S 


4.21 


4.20 


4-0.01 


8 


10 




I.S 


25 


4-30 


4.25 


-ho. 05 


7 


20 




IQ 


34 


4-34 


4-33 


-1-0. 01 


8 


21 




20 


2S 


4-4? 


4.43 


-1-0.02 


10 


22 




21 


30 


4. bo 


4-57 


4-0.03 





2^ 




22 


^1 


4.05 


4 05 


-ho. 00 


13 


^4 




2 > 


\^ 


4.b4 


4.b2 


-ho. 02 


1 3 


25 


2 





2S 


4.51 


4.52 


— O.OI 


1 5 


20 


2 


I 


20 


4.42 


4 . 30 


-ho. 03 


II 


27 


2 


2 


20 


4-^9 


4.2g 


4-0.00 


7 


2<S 


2 


3 


24 


4.22 


4-2.^ 


— O.OI 


17 


20 


2 


4 


^0 


4.21 


4.1S 


-ho . 03 


7 


3« 


2 


5 


;2 


4-13 


4.15 


— 0.02 


10 


,u 


2 


() 


\o 


4.15 


4.14 


4-0.01 


9 


^2 


2 


7 


\ \ 


4.1b 


4.14 


-ho. 02 


7 


.;;. 


2 


N 


2 \ 


4.1^ 


4-15 


4-0.00 


S 


.M 


1 


() 


20 


4. II 


4.1b 


—0.05 


9 


35 


- 


10 


jS 


4.2; 


4.1S 


4-0 . Ob 


5 



The avci'ciL^c departure of anv set from the mean light curve 
isonlv — 0"\0I9. .sufficient testimony to the accordance between 
the ()l)ser\'etl aiul mean niai^nitudes. 
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In seeking to trace the light variations of this star to the 
conditions of orbital movement which produce them, we are met 
at the outset by a grave difficulty. In 1895 Professor Pickering 
discovered that V Puppis is a binary star, the announcement 
being made in the Harvard College Obsen^atory Circular No. 14 
as follows : 

An examination of the Draper Memorial photographs taken at the Are- 
quipa station shows that the star Lacaillc 3105, Argentine General Catalogue 
10534, is a spectroscopic binary. 

The lines in its spectrum were first noticed to be double, and its binary 
character discovered by the writer (Professor Pickering") in February 1895. 

Professor Bailey was notified, and accordingly secured additional photo- 
graphs and confirmed the binary character of this star. 

As in the case of ^' Scorpii ow^ component is brighter than the other. 
A discussion of all the photographs of its si)ectrum here and at Arequipa 
gives the mean period 3^* 2^ 46"'. 

The time of inferior conjunction can be represented by the formula 
/. D. 241277.16 + 3^^1 15 iE: . 

At these times the lines are single; for the next thirty-seven hours the 
lines are double, the fainter component of each having a greater wave-length 
than the brighter component and being therefore toward the red end of the 
spectrum. The lines then again become single and after that for the remain- 
der of the period are again double, the fainter component having shorter 
wave-lengths and being therefore toward the violet end of the spectrum. 

Now the theory which relates light variation to orbital move- 
ment requires that the two entirely different lines of investi- 
gation, a discussion of the spectroscopic observations, and a 
consideration of the light changes, should yield precisely the 
same period, otherwise the relation between variation and revo- 
lution is neither intimate nor dependent. 

The spectroscopic observations yield a period of 3^^ 2'* 46"' 
and the light observations a period of i'^ 10^' 54'"-4. The only 
connection between these two results is that seven of the former 
periods are performed in 21'' ig'' 20'" and fifteen of the latter in 
2\^ \(^ 36"*. It is evident therefore that the period obtained 
from an examination of the variation of the star's light will not 
satisfy the spectroscopic observations. And if we take the period 
obtained from the spectroscopic observations and reduce the 
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magnitude estimates by it to a mean period, the result represents 
no possible light curve. 

I am most reluctant, therefore, to follow out an investigation 
which apparently has no unequivocal array of facts to jus- 
tify it. But I am still more reluctant to let a consideration of 
the variation of this star lie over indefinitely, and, as the only 
reasonable line along which the investigation can be pursued is 
that the variation of V Puppis is due to orbital motion, and that 
the period of orbital motion must be, from the nature of things, 
the period in which a complete cycle of light-changes is per- 
formed, this assumption is taken as the starting point of the 
investigation. 

From an examination of the light curve. Fig. 3, we obtain 
the following phases : 



First minimum (wj) 


1900 January i^ 5*^ 5" 


(G. M. T.) 


First maximum {^f\) 


I 13 50 




Second minimum (wa) 


I 22 40 




Second maximum (J/2) 


1900 January 2 715 




From these dates we have 






(I) J/,-;;/, =8»' 45'" 


Diff. from mean -f i'" 




Wj — J/, 8 50 


4- 6'" 




J/a — Wj 8 35 


— 9- 




w, —.1/2 8 45 


-f I' 





Mean 8 44 
These four approximately equal periods indicate that V Puppis 
passes through each of the four quadrants of its orbit in equal 
times ; that is, the eccentricity must be very small, probably zero. 

The excess or defect of the four values given in (i), over or 
from the mean value 8^ 44'" yield data for a determination both 
of the eccentricity of the orbit and the position of the line 
of apsides. The four residuals, however, are well within the 
margin of })rol):ible error and thus it is useless to base a deter- 
mination of the eccentricity of the system upon values which 
may have no objective reality. 

A grai)liical indication of the form of the orbit is concurrent 
with the numerical detcrniination. 
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Let an abscissa A^ B^ A^ B"" he drawn through the light 
curve, the direction of the abscissa being along any given mag- 
nitude. Join the two minima points, m^ and m^ , and the two 
maxima points, M^ and Af^ , with the points on the abscissa mid- 
way between the intersections of the abscissa and the light curve. 
If all the angles at A\ B\ A', 5^ are right angles, the orbit is 
circular. If not, then the amount of departure from a right angle 
is a function both of the eccentricity and apsidal angle. Of 
course this graphical consideration is only the previous numeri- 
cal investigation expressed otherwise. 

It is evident from an examination of the direction of the 
ordinates at^', i5^^^and ^% that the orbit of V Pi/ppis must be 
practically circular. Indeed, the nearness of the two component 
stars, the investigation of which follows later, makes an elliptical 
orbit an impossibility. 

The magnitudes of V Puppis at its four principal phases are: 

J/i = 4? 1 4 light value = i.oo 

Wi = 4.78 = 0.56 

J/a —4.14 = 1 .00 

;;/2 =4.66 = 0.62 

At M^ and M^ we have the combined light of both components. 
At tn^ we have the whole of the light of one component, which 
we may call K^ , and a purUun, probabiy,ui uhj n^iM ui its cnm- 
panion F, . 

At Wa, f ', is now uiiobscurcd at id its ntiighbur \\ is either 
wholly or |>artially eclipstid. 
Let Z,= light of 1;, 
Za =^ light of V^ , 

m ^= portion of F, obscured by l\ , when ihti ^Uw^ nrc at w, * 
^ == ratio of siirfa^e uf /', Ui surface of /'^ , 

-J ^; portion of /', eilipsed hy l\ wlicn the s[ar% are at ^tf, . 

Then we havx the foHowini^ ci|u;Uiun?s i 

/,+/., =1.00 

Z. + A, - ^;/. - 0.50, 
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which yield the relation : 

m 0.38 , . 

_____o.44 = o. (3) 

Solutions of this indeterminate equation are conditioned by 

the fact that -7 and m must both be positive and not greater than 
unity. 

Giving therefore to ?n such values as will satisfy these con- 
ditions we may arrange the dependent values 







k 


, V /' , 


m 


L, and 


L. 






in the foil 


owing tab 


ie: 




















TABLE 


II. 








m 


1 k 


1 
1 


I X- 


' 


J 




L, 


L^ 


0.70 
0.80 
0.90 
I .00 


1 0.73 
1 0.95 

1 I .iS 

1 1. 41 


o.Ss 
0.98 
1 .09 
1. 19 


1 
1 


0.96 
0.84 
0.76 
0.71 




0.46 

0.53 
0.58 
0.62 


0.54 
0.47 
0.42 
0.38 



These values indicate the extreme limits of inequality, both 
in size and brightness, between the two components F, and V^, 

The third column, \ 7c, gives the possible values for the ratio 
of the two diameters. The lowest ratio is 0.85 and the highest, 
l.ig. That is, the diameter of V^ is not a fifth less, and cannot 
be a fifth greater, than the diameter of V^. We may reasonably 
infer, therefore, that the two stars which make up V Pup pis are 
not markedly unccjual in size. 

The relative brightness of V^ and V^ is also, within certain 
limits, indeterminate, but these limits are narrow. Under no 
condition can V., be more than one fifth as bright again as F,, and 
it cannot be less than two thirds of the brightness of F,. What- 
ever possible values we assign to ;;/ in ecjuation (3), it appears 
that surface for surface V^ is always slightly brighter than V^. 

P'rom the data furnished in Table II we can readily deter- 
mine the greatest possible inclination, or rather the limits of the 
inclination. The maximum value of this element is obtained if 
we consider the two stars to revolve in contact. With this 
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assumption the greatest possible inclination is 8° ; under any 
circumstance the inclination cannot be less than 5°. 

The important bearing of this. last conclusion upon spectro- 
scopic observations will be evident when we consider that these 
yield no data for a determination of the inclination. 

An independent solution, therefore, is necessary in order to 
reduce the spectroscopic measures in the line of sight to move- 
ment in the real orbit. With regard to the system V Puppis the 
narrow range of possible inclination enables this reduction to be 
readily made; indeed, there will be no need for any reduction, 
as the reducing factor, cos i, can in no case be less than 0.99. 

We come now to the relative size of the component stars as 
compared with the orbit they move in. 

In the case of two stars nearly spherical in form, and revolv- 
ing at some distance apart, the beginning of constant phase will 
usually be distinctly marked. When the two stars are near 
enough for their mutual attractions to produce considerable 
departure from the spherical form, both stars will be more or 
less pear-shaped, and the exact time when transit begins or ends 
will be difficult to determine. 

Up to this point we have assumed a spherical form for both 
' l\ and F,. 

If. however, the stars revolve in close contiguitv there must 
be distortion to such an extent as to modify slightly the form of 
the light curve. But whatever be the amount of distortion, 
unless actual contact takes place, there will be a stationary 
period. 

On the other hand, if the stars are near enough for their 
mutual attractions to form a nexus between them, then there 
will be no stationary period, but the light curve at maximum will 
be rounded, the sharpness of the curve depending on the ohlate- 
ness of the stars. 

A simple examination of the light curve of [' Puf^f^is indicates 
that there is no stationary period at cither niaximuni, and 
accordingly we must infer that the two component stars revolve 
around one another /// actual coiitact. 
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In this case there must be considerable distortion in the 
form of the two stars, especially at the point where the two 
bodies meet. 

It is not possible, although an attempt has been made, to 
determine the amount of this distortion ; the conditions of the 
problem are too complex, the nature of the action of the 
forces to be considered too indefinite, and the data at our 
disposal too meager to enable us to come to a satisfactory 
conclusion. 

We can best appreciate the nature of the difficulty by con- 
sidering how near we come to a complete explanation of the 
variation of V Puppis by supposing that it is caused by the 
revolution of two stars, equal in size, but slightly unequal in 
brightness. 

The orbit of the system is circular, slightly inclined to the 
plane of sight ; and the two components stars revolve round 
one another in contact, yet preserve their spherical form. 

Equations (2) and (3) yield the following numerical values: 

by assumption, k — unity, 



therefore 



/;/ = 0.52 

m 



and. 



- =0.«2 , . 

k (4) 

^i =o.S4 

Z2 = 0.46 

Radius of orbit — 1. 00 

Radius of / \ — 0.50 

Radius of / "2 = 0.50 

Inclination of orbii^S" 

Period of V Pupf>is~ r' 10*' 54'" 27^ 

Epoch of j)rin. inin. = 1900 January i^ 5^ S"'. 

With these values we can compute what the variation of V 
Puppis would be. 

In the folio wiiiL2: table (III) is given for comparison the 
observed mai^niitudes as set down in Table I, and the theoretical 
inaj^nitules computed from the foregoing elements. 
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TABLE 


HI. 








N<^ 


Date 


Obs. niDgs. 




0,-T. 


Nd, oE Db&*Qt 


I 


1900, Jan. 1^^ 0^' 


27- 


4-23 


4'r33 


+o^'oo 


9 


3 


1 1 


3b 


4*33 


432 


— D.OI 


13 


3 


1 2 


30 


4-43 


4-43 


- 


-0.00 


n 


4 


J 3 


3^ 


4.60 


4.5a 


- 


-0,02 


21 


1 


I 4 


3^ 


4^75 


4-75 


— 0.00 


13 


I 5 


2S 


4-76 


4.7b 


--0.00 


19 


7 


I 6 


30 


aM 


4.60 


--a,DS 


10 


S 


I 7 


36 


4 50 


446 


^™0.04 


10 


^ 


I a 


30 


4-3^ 


4-31 


—0.02 


12 


10 


I 9 


32 


4.34 


4.25 


—0,01 


s 


II 


I 10 


33 


4 rg 


419 


--0.00 


9 


12 


I II 


38 


4.18 


4. 16 


--0.02 


t3 


11 


r 12 


39 


4.r6 


4 IS 


--o,oT 


n 


M 


I 13 


33 


4.r6 


4^14 


+ 0.02 


9 


»5 


1 14 


34 


4 10 


4'H 


— 0,04 


ri 


16 


t 15 


36 


4.14 


4^15 


— o.oi 


10 


^2 


I 16 


34 


4^10 


4,16 


-f-0-00 


8 


X% 


I '7 


38 


4^ai 


4.20 


— 0.01 


s 


19 


1 18 


^5 


430 


4-^5 


"'O.os 


7 


20 


1 19 


34 


4-34 


4 33 


— O.OI 


8 


31 


I 20 


18 


4.45 


4 43 


-f-0.02 


10 


23 


1 31 


10 


4.6<? 


4 57 


+0.03 


Q 


23 


1 Zl 


27 


^M 


4,06 


— 0,01 


13 


M 


I zi 


35 


4^64 


4.5s 


+o.ob 


13 


n 


3 


3S 


4 5( 


4'45 


\^.^h 


IS 


Hh 


a I 


26 


4,43 


4 34 


+0.0S 


n 


27 


2 3 


30 


4-29 


4.^5 


---o.oi 


7 


2S 


a 3 


24 


4 22 


4,20 


+ 0.02 


17 


3^ 


a 4 


36 


4.21 


4 Hi 


+0.05 


7 


ao 


2 5 


32 


4 13 


4. IS 


*-D.02 


iO 


31 


3 6 


30 


4 15 


4.14 


-^O.DI 


9 


3a 


a 7 


33 


4. ft. 


4 '4 


+0.03 


E 


33 


2 8 


23 


4-^5 


4.1s 


+0.00 


s 


54 


2 ^ 


39 


4.n 


4.1b 


- . 05 





JS 


2 10 


28 


4.24 


4^i« 


+O.Oii 


5 



To illustrate graphically thtr a;^^rL^cment between Uic observed 
and computed magnitudes Fig. 4 lias been drawn re| presenting 
the actual observed light curve and the theoretical light curve, 
computed from the orbital elements iriveii in (4). 

The agreement between the two curves is very rcm^irlcablc ; 
indeed there is only one [portion uf the ligtit curve where the 
agreement is not complete. 

Now it may be urged th.it this very agreemeni militates^ 
ag^ainst the correctness of the results obtained, fur the thcrjreli- 
cal light curve is based upon the a?4Sumption tlKit biHli i^^tars arc 
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spherical, and this assumption is, of course, incorrect. If we 
consider F, and V^ to be distorted to the amount indicated by 
the dotted lines in Fig. 5, then the theoretical curve would not 
be altered at any point as much as o'".02. 



?^^3:;«i'«^>i*ac* 




Fig. 4. 

It is evident, therefore, that the solution we have obtained 
does not preclude the possibility of the shape of the two stars 
being considerably disturbed by their mutual attractions. 

Indeed, to introduce this consideration would bring the two 
curves, the observed and theoretical, into closer agreement. As 

we have seen, the average 
departure of a single set ot 
observations from the mean 
value iso"^.oi9; but the aver- 
age departure from the theoreti- 
cal value is 0"'.025. That is, the 
theoretical curve can be made 
to conform still more closely 
with the observed places. 
In November 1900 a series of observations of V Puppis has 
been bcu^un with the purpose of more thoroughly dealing with 
the orl)it of this star. 

Eiich observation is the mean of four taken with a prism which 
rotates the field. One observation is taken in each quadrant, 
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and the mean error of each combined observation will be less 
than o'°.03. 

It only remains to consider the density of the system. 
Applying to the results already obtained any of the formulae for 
the determination of the density of close binary stars, we 
arrive at the result that the density of V Puppis cannot be 
greater than 0.02 of the Sun's density. 

The results of the present investigation may be thus sum- 
marized : 



Period of V Puppis - - - - i^ 


10^ 54'" 


26!7 


Principal minimum - - 1900 Jan. i 


5 5 


(G. M. T.) 


First maximum .... .1 


13 50 




Second minimum - - . . i 


22 40 




Second maximum .... 2 


7 15 




Magnitude at max. - . . . 


4" 1 4 




Magnitude at prin. min. 


4.78 




Magnitude at sec. min. 


4.66 




Diameter either K, or ^^^ 


1 .00 




(Radius of orbit being unity) 






Eccentricity of orbit 


0.00 




Inclination of orbit .... 


8^ 




Density of system .... 


0.02 




LOVFDALE, 






UecemLtf igoon 







ON DOPPLER'S PRINCIPLE. 

By W. M I C H E L S O N. 

If n be the number of vibrations per second produced by 
the source, a, the velocity of the source along a straight line 
uniting it to the observer, A^, the number of vibrations perceived 
by the observer, and b, the rate at which he moves along the 
same line, then, according to Doppler*s assertion, 

where v is the velocity of propagation of the wave-motion in 
the given medium. 

Apart from the assumptions by which it is supported^ 
Doppler's principle has by itself a purely kinematic meaning, 
and therefore cannot be called in question. 

But some of the assumptions on which its application is 
based are in great measure arbitrary, and can hardly be proved 
except a posteriori, by experimental verification. I shall men- 
tion but two of these assumptions: (i) that the period of 
vibration of the source is not influenced by its motion along the 
line of sight; (2) that the medium carrying on the waves is at 
rest as a whole, and that its properties are not changing. 

When we have to deal with sound, the source of the waves 
as well as the medium in all its parts are within our reach. 
Therefore it is generally easy to test the above mentioned 
assumptions. 

It is (]uite different when we are observing the displacement 
of lines in the spectra of celestial bodies. In this case we can 
neither verify immediately nor prove indirectly either of the 
assumptions referred to. It is very likely that these displace- 
ments are actually due to those motions by which they are 
usually explained in astrophysics, but, from a strictly logical 
point of view, it cannot be asserted as yet that no other expla- 
nation is possible. 
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Nor do I mean to remove from Doppler's principle its 
hypothetical part, which probably belongs to it by the very 
nature of the question. 

All I want is to give it a somewhat different expression in 
order to comprise under one law also those cases where a change 
of the frequency is caused not only by the motion of the source 
or that of the observer, but also by a rapid alteration in the 
density of the medium crossed by the ray. 

It is hardly possible to produce or observe, on a large scale, 
such rapid changes of density on the Earth, but they not only 
are conceivable, but very probably take place in the Sun's atmos- 
phere. 

Let us return to Doppler's formula (i). As the velocity a 
and b are generally small compared to the velocity of light, the 

ratios - and - are small fractions, whose squares and higher 

powers can be neglected. Hence the equation (i) can be 
represented as 



: + ^ 



N=n- 



- + ; 



^"{■ + ^'+ ■■■■). « 



reckoning a and b as [jo^itive in the direction from the ^Jourcc of 
vibrations to the observer. 

If / be the variable distance nf the source from the observer 
it is evident that 

is the derivative of the distance t<^> tinie, 

Doppler's formula can then Lie wiittei^ ais fcdlow^: 

^= "('-;.::)■ 

This equation holds also for rays which tin not travel in a 
straight line from the suurce tu the ub^erver. but utideiL^u any 
number of reflections or refractions on their way- In ill is rase, 
however, the distance / shouhi be reidaced by the optical length 
of the path of the ray L Umw the sonrce to the iibser\er. 
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If the geometrical length of the single parts of the ray's 
path through different consecutive media be /,,/,, /j ,.../« , 
and the corresponding refractive indices of the media referred 
to one of them (ether) be /a, , /*,» M3 » • . . . M« » it is obvious 
that 

and Doppler's principle will be expressed by the equation 

^="[-j2(4:+'S)j. w 

where v represents the velocity of light in the medium to which 
the indices of refraction are referred. 

In this equation the additional members of the type 



V ^^ dt 



represent the change of frequency which alone is usually con- 
sidered in Doppler's principle. This involves also the cases 
where the length of the ray's path is altered by a rapid dis- 
placement of a mirror reflecting it. Mr. W. VVien' has made a 
successful application of a similar change in the period of 
vibrations produced by reflection from a moving mirror, to the 
thermodynamics of radiant energy. 

These additional members may represent as well the cases 
where several media of unvarying properties are moving in the 
path of the rays so as to change rapidly the distance crossed in 
each of them. 

Let us examine two special examples illustrating the case. 
Suppose that the monochromatic light issuing from the source 
5 passes first through the ether (/x, = i ) over the distance /, , then 
in a liquid with the index /x^ over the distance 4 and then reaches 
the observer. 

Let /, and A change in such a manner that the limiting sur- 
face of the ether and the liquid remaining parallel to itself should 
be displaced ra[)iclly (at the rate c^ in the direction of the source. 

' Wii.Lv \V,i.N. .SV/r-'fT. d. B:rl. Adt i., 6. 1 893, and ^Viedemann's Annalcrt, 5a, 

p. I5(>, kSi)4. 
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In other words, the thickness of the liquid 4 increases at the 
rate c. Then 



§=--f=-^="[- -->■-■)] 



(5) 




If c is commensurable with the velocity of light and /a, 
differs considerably from i, the displacement of the line can be 
ot the same order as in 
the case of a rapid motion 
of the source or the ob- 
server. As a second ex- 
ample let us examine the 
case of a prism moving 
rapidly across the path 
of the ray in such a way 
that the length of the 
path inside the prism con*- 
tinuallv increases. 

Suppose that the ray passes through the prism at the angle 
of minimum deviation, which we shall denote by 8. The [)rism 
is moving in the direction of CC^ at the rate c, and its side 
faces are supposed to be unlimited in their length. 

Theji let tlie refracting angle of tlie prisiu hv ^C/^ = a 

the angle oi incidence of the vav, / 

the angle of refraction, r 

the refractive index ai ihc prisTii» fA 

the length of the ray'n [)aili inside the [iriHin, /^ 

the length of the ray'^ path <jm>ide the prism, /, ; 
then, according to the prcviout> notation, 

'--"[- ;.(:^^:^)]■ 

If the tiiagram shows the tiisplacenieiU ui the prism in unit 
of time,, then evidently 



1// 
di 



zAA, - 2( 



>in tiss 
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Putting these formulae into equation (6) and remembering that 
a . a + 8 sin / 

^ = - ; 1 = ; {>• = - — ; 

a., 2 sm r 

we get 



N^=n\ I sin - I . 

L z' 2j 



(7) 



The displacement of the spectral line depends only upon the 
movement of the prism and the angle of deviation of ray 8. If 
this angle equals 60°, the displacement is equal to that produced 
by the receding of the source of light at the rate c. If the prism 
moved in the opposite direction the displacement of the lines 
should take place in the direction of the violet end of the spec- 
trum. 

In spite of the artificiality of these suppositions, some more 
or less distant analot^ies must occur in nature. Immediately 
before a total eclipse of the Moon the Fraunhofer lines in the 
Moon's spectrum must be displaced toward the red in conse- 
quence of the rapid drift of the Earth's atmosphere across the 
path of the rays. A reverse displacement ought to be observed 
at the end of totality. A far more considerable displacement 
must occur immediately before some star is covered by Jupiter, 
in whose atmosphere the optical |)ath of the rays is considerably 
lengthened. But one must confess that it will hardly be |)ossi- 
ble to witness these phenomena by means of observation on 
account of the strong light of Jupiter himself, as well as on 
account of the refraction of the rays passing through his atmos- 
phere. 

It is not so with the Sun. There phenomena of this kind not 
only are continually going on, but they have probably been the 
object of manifold observation, although, to my knowledge, no 
attempts have as yet been made to exi)lain them in the direction I 
have indicated. If a velocity of 500 kilometers per second is 
attributed to the luminous gases of the i)hotosphere and the chro- 
mosphere in order to account for the displacement and the distor- 
tion of the sj)ectral lines, there is no reason to suppose that higher 
and non-luminous gases should be less movable. The thinness 
and shar[)ness of the Fraunhofer lines show that the gases of the 
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** reversing layer" are already in a considerably rarefied condi- 
tion, and are therefore capable of a very swift motion. On the 
other hand, it can hardly be doubted at present that Schmidt's 
theory concerning the bearing of the refraction in the Sun's 
atmosphere is true, at least to a certain extent. Accordingly 
the rays of the Sun describe probably a very long curvilinear 
path in the atmosphere before reaching us. This especially con- 
cerns the rays issuing from the edges of the solar disk. In this 
case even comparatively small fluctuations of the solar atmos- 
phere may bring layers of different density into the path of the 
ray emerging from a certain point of the photosphere or the 
chromosphere. As •*the optical length" of the ray's path may 
change thereby very rapidly and irregularly, these motions of 
the non-luminous gases may at least in part account for those 
extremely rapid and irregular distortions of the spectral lines 
belonging to Sun-spots and protuberances, which have been 
observed by Sir N. Lockyer, Professor C. A. Young, and 
others. 

The difficulty of explaining these rapid deviations of the 
spectral lines in the ordinary way lies less in the assumption of 
enormous velocities for luminous elements than in the necessity 
of admitting the existence of inconceivable forces and accelera- 
tions which are hardly compatible with the rarefied cuiulition 
of matter in the Sun*s atmosphere. Whereas, according tu the 
explanation I am proposing, a given di.Sj>lacen)ent may be 
accounted for, in certain causes, also by much smaller velocities; 
here are acting not only the vclociticrs in the direction of the 
rav% but also those perpendicular to it. More than this» constant 
(stationary) velocities may be the cause of most irregular i}iW^ 
even opposite distortions of the lines in accordance with the 
changes of density which lake [jlace in the matter carried betore 
the luminous point. 

In the case of increasing density in the kn lts traversed bv 
the ray, the lines arc displaced towards the red c[ui uf the spec- 
trum, whilst a decrease of dL'n>itv [iro duces a sliilting towards the 
violet end. 
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Until now it has apparently been considered as an incontro- 
vertible statement that the displacement or distortion of single 
spectral lines indicates a motion precisely of that matter to which 
those lines belong. Whereas it becomes evident from the above 
statements that the motion of hydrogen or helium may have an 
influence on the displacement of the lines belonging to calcium, 
iron, etc. It is generally said that if the displacement of the lines 
depends upon any processes taking place in the path of the rays, 
and not in the source itself, it would affect not only some of the 
lines, but all the spectral lines equally. That is true if by *'the 
source of light" one means the whole Sun with the whole of its 
atmosphere. But since it must be admitted that different ele- 
ments of this atmosphere may be endowed with velocities of differ- 
ent magnitude and directions — in other words, that they are not 
mixed, — one must necessarily admit also that the optical paths of 
the rays issuing from different elements may be different and may 
be altered almost independently of one another. This may be 
sufficient to explain in certain cases how the lines belonging to 
one element may be displaced, while other lines show no disturb- 
ances at all. 

A strictly scientific solution of the questions, considered from 
an elementary point of view in this brief account, is hardly pos- 
sible at present, since it involves the difficult problems of the 
connection between the ether and ponderable matter. 

Moscow, 
Kebruarv 2^, 1 90 1. 



DIFFRACTION BY LIGHT OF VARIABLE INTENSITY. 

By H. M. Reese. 

The existence of many spectroscopes in which the absorption 
of the prisms is considerable makes it of interest to know whether 
the diffraction pattern due to plane waves passing through an 
opening of any form is materially altered when the amplitude 
varies much from one edge of the aperture to the other. The 
resolving power obtained with such instruments as the Mills 
spectrograph, in which the light is quite strongly absorbed, 
would indicate that any such alteration as there may be is not 
great ; but at the same time an analytical investigation seems 
worth while. 

The method employed is merely an extension of that given 
in the ordinary text-books, such as Preston's Theory of Lights for 
the simpler case of a beam of uniform intensity. 

It has been pointed out to the writer by Professor Ames, of 
Johns Hopkins University, who has kindly criticised this work, that 
the principal difficulty lies in proving that the waves remain plane 
after passing through the prisms, or indeed that a wave-front in 
the ordinary sense of the word exists at alU Consequently, it 
was thought best to introduce this as a [aire assumption. The 
excellent definition obtained when very dense [jrisms are used in 
an ordinary spectroscope seems tu sIkjw that in such cases at 
least the ordinary laws of refractiun arc followed tjuite closely. 
In cases such as that of a cyEUiiiic [irism traversed by light of 
wave-length nearly that ot the absorptinn-band, the state of affairs 
may be somewhat different; but it will be shown that the broad, 
ill -defined image of the slit obtained under these conditions can 
be explained purely on the basis of diffraction from a plane wave 
which has a very great range of ami>lilude, without sujvjjosing 
the wave -surface to have been disturbed at alL 

We shall also assume that the absorption by the prisms is 
proportional to the logarithm of tiie thickness traversed by the 

TQQ 
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Fig. I. 



light. The amplitude of the emergent light at any point will 
then be proportional to ^""''^, where / is the distance of the point 
from that edge of the beam which passes through the vertex 
of the prisms. This proportionality will not be changed by 
reflections from the faces of the prisms, since each reflection 

merely reduces the 
amplitude by a con- 
stant factor over the 
whole width of the 
beam. 

Let us suppose the 
light to be monochro- 
matic, and the aper- 
ture to be rectangular, 
of width a. Fig 2. 
is the "Cornu spiral" which represents the combined effect, at 
an angle 6 with the wave-normal, of all the elements of the wave- 
front. Let (is be that element of the spiral which corresponds 
to an element of wave-front of width dl and of length equal to 
the dimensions of the aperture in a 
perpendicular direction. Then ds=^ 
Ae~"' dl. If </) is the phase of this 

clement, <^ = — /sin0. \i dx ?iV\(\ dy 

arc the components of ds, we have 

dx == cos <t>(/s -^ Ar'"^ cos ( -- / si n ^ J /// , 

(fy ^ sin <f> ds - - Ac~"'' sin ( . / sin 0\ d/ . 

The resulting intensity at the ani^le 
6 is rcj)rcscntcd by oXp ■ x^ -\- y' . 

To intcLj^ratc dx and (/y let - - sin 
"A 

. -/> for convenience. Then, integrating by parts, we get 

A i _ ) 

;;^ 4: z,^ ) '' "" (/ sin /a - « cos />a) + n \ 




Fig. 2. 



:.-/ / t'-"' CO<> p/ (i/ -- 
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y =^A I e-**^ sin pldl=^ ^ \ ^~"'' (« sin pa -\- p cos /^) — / [ . 

/=;!:' + >•'-= T-^-^ — ;r; \ ^"^''" (/' sin^/>^ + «' cos' /a — 2/// cos pa sin /<z) 

+ ^~^"" (//^ sin'/a -|-/' cos* pa + 2/// cos pa sin pa) 

+ 2^""" (///^ sin /« — //' cos pa) 

— 2<f-"" («/ sin pa -\-p' cos' pa) + //' +/=" t . 

- {e-^"" — 2^"" cos pa + i) 



«• + / 



^. I ^-»na __ 2^-«- COS (^ sin ^W 1 i 



//'+^sin'^ 
If we put n=o, this reduces to 

2^M I — cos -^- sin ^) A'a" sinM^^ sin 9\ 

which is the same expression arrived at independently. (See 
Preston, first edition, p. 209.) 

For convenience, let us put -- sin d — p, as belorc, and 

e-^'*^ =iA\ Then wc hiavc 

, 1 4- J^' — zk cos ap 
/^j^^J — — ^- ^ . 

''^ + /^^ 
Since cos ap and p^ arc both even fiinctioths oi 0, I is syui- 
metrical about the center of the fichl. It seems at first sight 
rather strange that a beam uf varying intensity shnuk! gi\e a 
symmetrical d iff radian j Kit tern, but it can be .shown that tlUs 
will be the case no matter Ijow the anifjlitude varies, ;*u lung \\m 
have |)lane waves to deal with. Fur tlie [^liase difference 
between the secondary waves coming from any IWfj points in 
the wave*front is the same in amount for —9 as for f ^, 
although opposite in sign, so that the lolal effect at the an^He 
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— ^ is the same in intensity as that at + 0, but of opposite 
phase. Another aspect of the same thing is that the Cornu 
spirals tor the two cases are symmetrical to one another with 
respect to the ;r-axis. 

The expression for / also shows that it is never zero. For 
in order that it may vanish we must have 

\ -\- k* — ik cos ap^o 

or xJ^k" 

cos ap ^- 



2k 

But I +>i ' must be greater than 2k unless >t=i, which means 
that there is no absorption. Therefore/ cannot in general have 
such a value that / can vanish. It will be shown later, however, 
that in ordinary cases / does become very small for values of 6 
which are quite close to those which would make 7=0 if there 
were no absorption. 

MAXIMA AND MINIMA OF I. 

In the first place, if the absorption of the prisms or the 
width of the beam is so great that k — e~'"* may be neglected 
(that is, the intensity of the plane wave at the base of the prism 
is practically zero), the formula reduces to 



,r + f ' 

which has no minima, but only a maximum at /> =0, the intensity 
becoming less and less toward the edges of the field. This case 
is perhaps of no practical interest in spectroscopy, but comes 
close to realization under conditions mentioned above, namely, 
when a prism showing anomalous dispersion is traversed by 
light close to its absorption-band. In this case we neglect k 
not because of the great width of the beam, but because the 
coefficient of absorption, n, is very great. It is easy to see that 
under these circumstances the intensity would be quite low at 
the maximum and would diminish very slowly toward the edges 
of the field, giving the appearance of a spectral line of extraor- 
dinary width and nebulosity 
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8/ 



The general condition for a maximum or minimum, ^ = o 



gives 

ak{n'-\- f)%\n ap^p{\-\- k"— 2k Q,o^ ap) =0 . 

This equation is satisfied for / = o. It is possible, although 
somewhat difficult, to determine analytically whether this gives 
a maximum or a minimum ; but it is evidently a maximum from 
the physical consideration that at this angle all the secondary 
waves are in the same phase. 

To find the secondary maxima and the minima, we might 
resort to plotting the curves 

«' + or* , i + k" — 2k Q.0% ax 

y = and y =^ t—- 

X ak sm ax 

and determine their intersections, provided we know the numer- 
ical values of a and «. 

It can be shown analytically, however, that minima exist at 

/ ^ f- e and maxima at / = (2/+ i) — |- <?', where /is a positive 

integer and e and e' are small quantities, the former positive, 
the latter negative. Of course symmetrical cases occur on the 
opposite side of the central fringe. 

Let p — s -^ e, where J == — . Then ap — 27r/ + ae. There- 
fore, if we let -^ represent the function 

(//" + />') tf/C' sin ^/ — / (i + Ji" — 2k cos up) 
we will have 

^ = («' + -$■*+ 2J^ -|- e^) ak ^'\n ae — {s -\- e) {i -\- k" — 2k cos ae) . 

Since we have supposed e small we may write 

sm ae = ae , cos ae — i 

2 

and drop terms in e"^. Therefore, approximately 

i/r = (;/» + j» + 2se) a'ke - {s + e) {\ + k'' - 2k + a'kr') 
= a'kse' + e [a'k {n^ + j') — ( i —/-)=] - s{i — kf . 
In order that this vanish we must have 



_ -P dt 1 J'' + 4<rks' ( 1 - kf 



2cl'k 

where P=a''k{?i'' + s^) — {i — ky. 
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k is always positive and less than unity, but is not very small 
unless the absorption is very great indeed. We may say, then, 
that in most cases P"" is considerably larger than ^d'ks^ (i— it)", 
so that we can develop the radical into a power series. 

4a' ks^ (i- kY i^a^ks' (i - kyy 



"^ ' 2 . 4 . 6/^5 2.4.6. 8/^' 

, i.3-5-7[4^'^->"(i->^-)'? _ 
"^ 2.4.6.8.10/^'^ * * * ' 

Our hypothesis that e is small precludes the use of the nega- 
tive sign. Therefore 

^ ~ '^^s \ 2P 2.4. P^~ h .... J 

_s{i-ky\ a'ks^ {\ - kY 1.3 [ 2a''ks^ ( I - kYY \ 

- p ] ' > + v:j:p^ . . . . ^> 



iiP ( J_l J_i ±_ 5 

where 

_ 2r7'X'J= ( I — kY _ 87rV'/& ( I — kY 

Q - 7^^ — -p. • 

Whenever this series is convergent, and gives a v^alue of e so 
small that ^V may be neglected in computing the sine of ac, 

then \- e pIvcs a critical value of />. It will be shown later 

a ^ 

that it corresponds to a minimum. 

Now, let p — s' -Y ^' y where j' = (2/-|- i) - . Then ^/ = 
{2t ^ 1^)17 ^ ae\ sin<'7/>=— '^m ae\ and cos ap =^ — cos ae' . 
Therefore 

»//— — (/r+ ^''+ 2s' e' )a'ky - (s' + c'){\ -\- k^ -\- 2k — a^ke'^) 

In order that this rnav vanish we must have 



— P' /- 1 /'' — Aii'ks M I + kY 
wlicre y — (/ '/• ( //' -f s' ') -f ( I + /•)'. For the Mills spectrograph 
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P'"" is much greater than d^a'ks''^ ( i +^)', therefore we can develop 
into a power series as in the former case ; and we finally get 



'=" aP' 

where 



■(■ + ^ + ^'+^':'-+ ■ ■). 



T -11 1 I 1 ( 2^+ I ) 'T , / , 

It Will be shown that -^^ 1- e corresponds to a maximum. 

a * 

The expression for ^^ reduces to 

^^^^-p— [2.7»>^ cos ap («» + /^)»_ (//' +/'0 \2{i + k^- 2k cos af) 
+ 8tf/>^ sin rtr/ ( + 8/' (i + >C'" — 2>& cos ap) ] . 

Since r—r-. — —■. is always positive wc are only concerned with the 

sii^n of the other factor. If / = \- e , this factor becomes 

° a 

approximately 

2a^k{re-\-py-2(ff^p^) j(i_>Cf +4ayXv{ +8/^(1-/')^ , 
which is always positive, since k is positive and p is large. 
Therefore we have a minimum in this case. 

On the other hand, \ip — {2t-\-\)-^e\ we have ap[)roxi- 
mately 

- 2a^k {te + ff - 2 (//^ -h P')\U + kf ^ ^a'pke \ -Y Sf ( 1 + X' )% 
which is negative, corres]>unding tu a maximum. 

It is seen that the effect of the absorption is to remove the 
minima farther from the center of the Held, and so widen the 
central fringe, A short computation shows th;it in the particu- 
lar case in hand this widening is very small. A rough experi- 
ment gave for /J the value 0,12, ajid the width of the iKani, a, is 



3.74 cm. This gives k = .63S4. Putting ^' — , wc get 

27r(l ^ X'r 
ill' 
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This makes ^ = 0.00858. The increase in width of the central 
fringe is twice this amount, or one half of i per cent, of the 
whole width. A calculation of the intensity at the minimum 
shows that it is about one half of i per cent, of that at the 
principal maximum. 

To determine the resolving-power of any combination of 
prisms we may plot the intensity-curve of its diffraction pattern 




Vw.. 



KiG. 4. 



and superpose two such curves with the least lateral displace- 
ment that will L^ive a combined effect of two maxima distinguish- 
able from one another, as in the ordinary case. 

The folKnviny considerations will show that the resolvinor- 
power of the Mills spectroi^raph is diminished by less than one 
half of I j)er cent, bv the absorption of the prisms. Let us 
su[)|j()se the diffraction-patterns for \ and X-f-SXtobe super- 
posed, 8 A havini; such a value that the maximum of one falls on 
the niininiuni of the other, that is, so that the lateral displace- 
ment of the two curves is about one half of i per cent, greater 
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than for two resolvable lines in the case of no 
absorption. We then find that the combined in- 
tensity midway between the two principal maxima 
is i^oWt ^^^^ ^^ either of the latter, instead of 
tA%V' ^^ ^^ ^^^ corresponding case of no absorp- 
tion. Therefore the two lines are more than 
resolved according to the usual definition of reso- 
lution. 

It was not thought worth while to investigate 
the secondary maxima any further, but they are 
well shown in Figs. 3, 4, and 5, representing intensity 
curves under different conditions. Fig. 3 is for the 
case already considered where n — 0.\2 and a — 
3.74 cm (about 13^ inches), while Fig. 4 is for n — 
0.12 and ^=2.54 cm (i inch), and Fig. 5 is for 
;/= 0.12 and rt'= 5.08cm (2 inches). In each case 
the abscissa is /, the ordinate /. The dotted curves 
I show the corresponding intensities when there is no 

absorption. 

Lick Observaiory, 
' University ok Calikorma, 

_X 1-^ r -r February 1 90 1 . 

Fig. 5. 



A GRAPHICAL STUDY OF REFRACTION AND 
DISPERSION. 

By A. DE Gramont. 

The purpose of the following paper is to represent graphi- 
cally the deviation and dispersion produced by a prism, and to 
study the properties of the curves thus obtained. 

For any one wave-length, angles of ificidefice are used 
as ordinates, and deviations as abscissas. These coordinates 
have been determined both by experiment and by computa- 
tion. 

EXPERIMENTAL. 

Of the several 60° flint' prisms which were employed, one 
which we shall designate as **No. 3 W" had been ground and 
polished with great care by M. Werlein, so that the interference 
fringes which it gave by reflection were perfectly straight. This 
prism illustrates the close agreement between computation and 
observation. 

The measures were made on a circle of 28 centimeters 
diameter, reading to minutes by means of verniers. The refract- 
ing <i<\^gQ of the prism coincided with the vertical axis of the 
circle. Refractive indices were measured by the minimum- 
deviation method. The wave-lengths employed were distributed 
throughout the entire visible spectrum, and were obtained from 
the following sources : sodium in the flame, hydrogen in 
riiickcr-tube, aluminium, zinc, silver, tin, and lead in the con- 
densed spark. 

These results are summarized in the following table, and in 
the accompanying ciu've : 
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Wave-lengths 



6563 

5893 

546b 

5209 

4861 

4811 

4680 

4525 

4387 

4341 

4247 

4058 ... 

39b2 

3044. 

Density of prism 
Refracting angle, 



Element 



Prism No. 3 W 



H 

Na 

As 

As 

H 

Zn 

Zn 

Sn 

Ph 

If 

Pb 

Pb 

Al 

Al 



1.6447 
1.6497 

1.6543 

1.6576 

I .6630 

1.6637 

1.6663 

I .6697 

1.6733 

1.6745 

I .6770 

1.6829 

1.6865 

1.6872 

391 

59' 59' 



Prism No. i 



1.6272 
I .6322 
I. 6361 

1.6395 

I. 64 1 1 

I .6461 

1.6486 

I. 6515 

1.6550 

1.6560 

1.6586 

1.6645 

1.6673 

1.6682 

3-8o 

59'^ 58' 



Angles of incide7ice and devia- 
tiojis. — In order to obtain the 
deviations of different rays 
corresponding to a serieis of 
different angles of incidence, it 
is necessary to know the exact 
reading of the collimator on 
the divided circle. For this 
purpose 1 employed the method 
of Cornu^ which is applicable 
to both prisms* and gratings.^ 
An unsilvcred mirror is used to 
throw a beam of light through 
the slit of the collimator while 
the circle and the rigidly at- 
tached prism are rotated until 
the image of the slit, reflected 

^ AnnaUi tie VE^qU ta^rtnol .Ufff-ri- 
ettre^ 2^ s^ri^, t* IX. 

'Ktudes sur les. bandes tel]uri<itjes 
du spectre solaire " {^Annaks tie Ckimie tl 
de Pkysiiut, b= iii^rie, U VIJ, p. 48, i8S5. 
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at the face of the prism, coincides with the slit itself. The angle 
of incidence is limited, on the one hand, by ''grazing incidence" 
and, on the other hand, by what may be called the ''limiting 
angle," beyond which the incident ray no longer penetrates the 
second face of the prism. Within 2° of "grazing incidence" the 
spectrum is bright enough to permit of settings on the lines. 

• As a zero for measuring deviations the direct image of the 
slit was employed. 

My study is limited to the following three lines: 

The red line of hydrogen, i^a, - - X = 6563. 

The middle of the D lines, - X = 58q3. 

The more refrangible of the aluminium double in the violet, - X = 3944. 

The agreement between observed and computed values is 
complete to within the limits of errors of observation, that is, 
approximately one minute. 

COMPUTATION OF DEVIATIONS.' 

As suggested by M. Cornu, deviations are rapidly computed 
as follows : 

Let A = the refracting angle of the prism, 
^ and <?'= the angles of incidence and emergence, respectively, 
r and r ' = the interior angles at the first and second faces, respectively, 
D= the angle of deviation required, 
// = the refractive index for the ray considered. 
For example, take prism No. 3 \V, in which A = 59^ 59', ^ = 45"^, 
and for sodium light, «= 1.6497. 

log sin e = T.8494850 
colog ;/ ^r.7825967 (i) 

( log sin r= 1.6320817 

i A = 59' 59' 

r =A-r - -r^25 22 50" (2) 



sin e' y 



[ ^' = 34 36' 10" 

log sin r'= f. 7542594 



sin ^• = ;/ sin r ^ ^'^K ;/= 0.2^4033 _ (3) 

( log sin <-■ = 1.9716^27 
A rdsum^ of what follows was pul)li>hcd in Comf^tes Koidus, February 12, iqoo. 
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.'' = 69° 31' 36' 

+ ^ = 45^^ 

D=e^e'-A'\ A^D^\\^z\ 36 
I -^=5Q 59 



(4) 



I 



^ = 54' 32' 36' 

Special cases. — For minimum deviation D,^ we have e' — e — 
c,.n or 

2 

The case of grazing incidence, or what is geometrically the same, 
I 




60 50 40 30 20 10 



10 20 30 40 50: 60 : 70 60 90 tOO flO 120 ^ 
D. 

Fig. 2. — Deviations. 



the case of grazing emergence, gives us a maximum deviation, 
viz.: 

Z?-90°+^'-^. (4/3) 

The values thus obtained for prism No. 3 W. have been plot- 
ted in a curve, Fig. 2, in which deviations are employed as 
abscissae and angles of incidence as ordinates. The two curves 
here given are for the red hydrogen line and the violet alumin- 
ium line. 

Since cc]. (4) is symmetrical with respect to ^ and e\ it is evi- 
dent from the principle of reversibility that to each value of D 
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there will correspond two values oi e, D E and D E' in the 
figure. The curve thus also gives the values of the angles of 
emergence. 

If now we write eq. (4) as follows, 

and consider the half sum of e and e' as ordinates, it becomes 
evident that the locus of the middle points of the chords parallel 
to the axis of Klie on a straight line, which we shall call the 
** line of minima." 

This equation shows also that this line makes with the axis 

of ^Y an angle tan~'-, viz., 26° 33' and that its intercept on 

the axis of X is numerically equal to the angle of the prism. 
Differentiating eq. (4a) we have for any given prism 

de„, _ I 

or the minimum deviation varies at a rate which is double that 
of the angle of incidence. 

But from eq. (4) we have, when e = constant, 

de' 

.//; -"^ ' ^ 

Hence if, on the curves corresponding to two different wave- 
Icns^ths, we select two points, E and E^, for which the angle of 
incidence is the same, vvc shall find that the points of cincrL^encc 
corresponding to these, E' and E^ will alwav-S lie on a straight 
line inclined 45'' to the axis of X. 

For any two given angles of incidence, the ratio of the dis- 
persions will be the ratiu uf the intercepts between tlie curves, 
on the straight lines, t, ' = constant ami e,' — consUuit, where 
€^* and i\' are angles of emergence currespuiiding to any gi\eu 
angle of incidence i\ This follows at once frum the fact that 
the straight line E' E,\ F]g. 2, is inclined 45 to the axis of A". 

It is evident also from Fig. 2 that we have a maximum devia- 
tion, Z?^ , determined twice, vi/,., first by i^ni:iif{if uhif/r/nt' and in 
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the second place, by limiting ificidence, which gives grazing emer- 
gence. 

It may also be easily demonstrated, by geometry, that the 
straight line of minima, the straight line of limits, and the line 
of grazing incidence, ^^=90°, all three intersect in one point, C. 

Variation of refractive index. — Since in the case of minimum 

deviation we have 

. A 
sm e^^= n sm— , 

2 

it is evident that the maximum permissible value of n is 

I A 

■■ cosec 



sin — 
2 

In this case maximum and minimum incidence coincide, each 
having a value of 90"". In other words, our curve of deviations 
reduces to a point. In the case of a 60° prism, 

/i^^^ cosec 30^= 2 . 
Such a prism can therefore be used only when its refractive 
index is less than 2. 

Let us next consider the curve whose foot is situated at the 
point L where the line of limits intersects the axis of X. This 
evidently means grazing incidence and zero angle of emergence ; 
and hence 

r=A , 
and , 

fi =^ 7 = cosec A . 

sin A 

For a 60 prism, the value of the index giving such a curve is 
1. 1547. This is a limiting value, for A —60'', of all curves 
which lie entirely above the axis of A' and have positive angles 
of emergence. 

Curves zi'/iich arc partly nci:;ativc, — We are thus led to consider 
the case in which r ]> A and hence r' < O, giving us negative 
values for the angle of emergence. 

The condition that a part of the curve should lie below the 
axis of A' is // < cosec. A. Vnr under this condition the angle 
of incidence niav not onlv lie anywhere between 0° and 90"^ but 
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may even have a negative value and yet give an emergent ray. 
Total reflection occurs only when these negative values of the 
angle of incidence exceed a certain limit depending upon the 
refractive index. 

In practice this case is realized only with prisms of very 
small refracting angle (since the index for liquids does not fall 
below about 1.33), or with prisms filled with gases optically 
denser than air. 

Variation of refracting angle, — The expression for the maxi- 
mum permissible index in any prism 

A 

« = cosec — 

2 

shows us that n varies inversely as A. 

In the case of the extraordinary ray in cinnabar, which yields 
the highest known index for the red ray, viz., 3.201, the maxi- 
mum refracting angle is 36° 24' 30". Indeed simple inspection 
of Fig. 2 shows us that, as the refracting angle A of the prism is 
diminished, the rigidly connected system made up of the straight 
line of limits and the straight line of minima is displaced farther 
and farther from the axis of ordinates. 

As has been indicated by Cor.nu, the equation of the curve 
connecting e and D is given by elimination of e' from the fol- 
lowing two equations : 

€ \ v' — A^ D 



t^n 



For this latter equation, 5ee Cyniu'?i nn^'iibfir " Dl* la refraction 
a travers un prisme suivanl une loi quclcurnpic '* {Ah, Ec. Xorm. 
(2), I (1S72), p. 240). 

Curve of total disl^crshn. — In Fi,^. 3, i \\x\-\\ plutlud, Irom the 
data contained in the last caluinn of the tablu fur prism 3 W, a 
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curve which gives the total dispersion as a function of the angles 
of incidence, employing as abscissae the differences of deviation 
between the rays X 3944 and \6563, and using as ordinates the 
angles of incidence. 

This dispersion is a minimum for grazing incidence, increases 
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slowly until the minimum of deviation is reached ; it then 
increases rapidly until the limitinu^ angle of incidence is readied. 
But, as has been indicated above, these limiting angles of inci- 
dence depend not only upon the refractive index, but also upon 
the anirle of the prism. Thus we are able to observe the alumin- 
ium rav with an index of 1.6872 even up to normal incidence, 
e -- o, |)rovided the auL^le of the prism is less than 36°. One 
may thus increase the dispersion in a spectroscope by reducing 
the angle of incidence. 



ON THE SPECTRUM OF NOVA PERSE/.' 

By H. C. VoGEL. 

The news that a "new star'* of considerable brightness had 
appeared in the constellation Perseus was everywhere received 
with the highest expectations ; for the new stars have ever been 
among the most puzzling of celestial bodies, and nothing beyond 
a temporary satisfaction has been furnished by the great number 
of hypotheses as to the nature of these stars, based upon more 
or less reliable scientific foundations. 

Much obscurity has been cleared up by the application of 
spectroscopy, and interesting results have ensued in the develop- 
ment of the methods based on Doppler's principle. The per- 
fected apparatus of the most recent date, particularly since the 
introduction of the spectrograph, has enabled us to recognize in 
the spectrum of new stars pairs of bright and dark, much broad- 
ened lines, which suggested that wc are dealing with two bodies 
instead of one, of which one gives chiefly an emission sj)ectrum 
and the other an absorption si)ectruiii. The relative motion of 
the two bodies, deduced fit>jii lllc >?. |j,iuililhj ui die cciUii> mj 
the adjacent dark and bright Hues, led, however, to velocities no 
great as to be quite im[irobable. 

The observations made by myself and by others were com- 
municated in detail in mv pa[ier *'Ueber den neuen Stern ini 
Fuhrmann," * together with tlie cdnsc^jiiences folluwing ivnm 
them, according to thr point of view ut tlhil time, and vvilh a 
discussion of the most inijiortant hvpnthescs. 

Our knovvledgtj of the sjiectra of tlic different uleuK-nts has 
meanwhile been decidcdh^ increased, and the in\ esti^ati'Mis oi 
Humphreys and Mohler, Kder and \aleiiLi. and \\ iUing tiave 

'From advance sheets <j[ ;i [M|*t:i i^rtvuinltil \tf tlir- AV/. Ai''i<h'mu- d%r tT^'-itin- 
ichafffn zu BeHitt^ igoi. 
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taught us that not all displacements of lines are to be regarded 
as consequences of Doppler's principle. On May 4, 1899, I was 
able to lay before the Royal Academy a paper by Professor Wil- 
sing of Potsdam entitled '*Ueber die Deutung des typischen 
Spectrums der neuen Sterne,"* which gives a very natural 
explanation of the double spectra of the new stars, based upon 
his own experiments, and hence of the physical processes effect- 
ive in the atmosphere of a Nova, 

We might reasonably expect a further confirmation of the 
validity of this hypothesis from Nova Persei, which we were first 
able to observe with the spectrograph in Potsdam on February 
23, 190 1, when it was the brightest star in the northern heavens. 
Our astonishment was not small to find almost no details visible 
on the photographs of the spectrum, which with a simple ocular 
spectroscope was very brilliant. 

Measurements by Dr. Hartmann and myself on the spectro- 
grams indicated the presence of the hydrogen lines; on the 
plates of small dispersion taken by Dr. Hartmann with the 80 cm 
refractor he could see and measure the nine lines from ///S to 
Hk\ while on the plates of high dispersion taken by Dr. Luden- 
dorff with the 32 cm refractor, on which only a small part of the 
spectrum (from \ 4040 to 4520) was impressed, only the two 
lines //7 and Hh were to be seen in my examination. The 
hydrogen lines appeared as broad absorption bands, very weak, 
diffuse, and only recognizable with difficulty, with an increased 
tendency to diffuseness of the less refrangible side. Other faint 
absorption bands of some other element could also be seen, but 
there was not any suggestion of emission lines or bands. Two 
quite sharp and narrow absorption lines were, however, very 
striking on Hartniann's plates, and were identified with the cal- 
cium lines at X3934 and \ 3969. They indicated a slight dis- 
phiccnicnt toward the red, which according to the preliminary 
measures would correspond to a motion of the star of about 
+ 45 km per second relative to the Earth, or about -fiSkm per 

'•'<^)n the Inter [dictation of the Typical Spectrum of the New Stars." The 

A>I Rol'HV.sICAl Jn[-RNAI., lO, 11^, li<99. 
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second relative to the Sun. I would remark here that the posi- 
tion of these lines has remained unchanged on the later plates, 
and the velocity given may probably be regarded as that of the 
star. On the plates of February 23, which I measured, there 
were no sharp lines, but there was a somewhat better visible, 
diffuse absorption band for which I deduced a wave-length of 
X 4473. If I identify this band with the helium line X 4471.6, a 
velocity of the star of from +10 km to +20 km, relative to the 
Sun, would also follow. The case is quite different, however, 
with the hydrogen bands. Our measures agreed well among 
themselves and with each other, and yielded a very large dis- 
placement toward the direction of shorter wave-lengths, from 
which could be deduced a velocity of the hydrogen gas of 
— 700 km per second, in round numbers, relative to the Sun. 

Everything that we could observe on February 23 — the 
strikingly sharp calcium lines, the absence of emission lines, the 
large displacement of the absorption lines toward the more 
refrangible side of the spectrum — was contradictory to what 
was to be expected from the above mentioned theory. 

The plates of the spectrum made by Drs. Hartmann, Ebcr- 
hard, and Ludendorff on February 26 and 27, and on March 2, 
3, and 4, with the two instruments mentioned, show a marked 
change in the spectrum, for the absorption lines had become 
much more distinct, and were accompanied by intense and very 
broad emission bands, which could be readily seen as bright 
lines with the small ocular spectroscope. These emission lines 
are very broad, gradually becoming diffuse on the less rcfrani^n- 
ble side ; their intensity-maxima are slightly, but their centers 
greatly, displaced toward red. The absorption lines are, how- 
ever, shifted still further in the opposite direction than on the 
spectrograms of February 23. In a word, the spectrum has 
become that typical of new stars, and shows on a laru^e scale the 
changes which Wilsing's* observations have shown to occur in 
the spectra of metals and of hydroL^en luuler hi;^h ])ressure. 

An attempt to explain the behavior of the calciuni lines II 

•The AsTROPHYSiCAi. Journal, 10, 11 ^!i, iSqq. 
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and K has led me to interpret the large displacements of the 
hydrogen lines according to Wilsing's hypothesis. 

The rapid increase in the brightness of the new star (which 
according to Pickering was certainly not of the eleventh mag- 
nitude on February 19, and at 10^ on February 23 was of mag. 
t 0.24 according to the Pots- 

dam observations) permits 
us to assume enormous dis- 
turbances in the atmosphere 
of the star accompanied by 
heavy increase of pressure — 
conditions under which we 
can hardly think of the easily 
broadened calcium lines as 




n 



n 



n 

ol 

^'^'- ^' narrow and sharp cut absorp- 

tion lines ; whence we may regard their extreme sharpness as 
merely an effect of reversal. But if we make this assumption 
it further follows that a narrow absorption line can exist as a 
reversal only in a broader emission line, and I assume that 
layers have developed in the star's atmosphere, as premised 
in Wilsing's theory, from one of w^hich has resulted broad 
absorption lines and from the other broad emission bands with 
reversal effects. If now the superposition of the layers causes 
absorption and emission to nearly cancel each other, there 
will remain only the sharp absorption line of the reversal. 
This is shown in the annexed figure. The upper curve of F'ig. 
I A represents the intensity curve of the spectrum of emission, 
with reversal ; the lower curve is that of the absorption spec- 
trum. The intensity cur\'e resulting from the superposition of 
the layers is given in Fig. i B. The dotted line indicates the 
position the calcium lines would have if there were no displace- 
ment ; the narrow absorption line is somewhat displaced toward 
the red, as observed. In all the diagrams the red end of the 
s[)cctruin is to be understood as toward the right. 

Similar considcnitions remove the difficulty of explaining 
why the absorption lines of hydrogen only, strongly displaced 
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Fig. 2. 



toward violet, appeared on February 23. If several, layers of 
different pressure are again superposed, it may easily happen 
that the emission line, displaced toward red by the higher pres- 
sure, is so faint that it does not brighten up the absorption line 
above the level of continuous spectrum, ii 71 in the figures. In 
Fig. 2 /^, let the upper 
curve be that of the emis- 
sion spectrum, the lower 
that of absorption ; while 
Fig. 2 i?x represents the 
curve resulting from the 
superposition of the lay- 
ers, corresponding to the 
intensity curve observed 
on February 23. The large 
displacement of the intensity maximum toward the more 
refrangible side is therefore only apparent : the center of the 
absorption band actually needs to be shifted only slightly toward 
red, as in Fig. 2 A^. 

As already stated, emission lines are already present on the 
spectrograms of February 26, and they became increasingly dis- 
tinct on the later plates. Fig. 3 roughly repre^^eiUs the inten- 
sity curve of the Hy pair on the plates of March 3 and 4. The 
^ peculiar form of 

the curve is ex- 
plained as above 
without difficulty. 
I would not fail 
to mention that 
these hist consid- 
erations are only an extension, with inclusion uf the jiliLMionicna 
observed in Nova Pcnei, of what Wilsiag stated in his ]>aper on 
the typical spectrum of new stars. 

After what has been said I believe I may now express the 
opinion that the observations of the spectrum of X^va Pirsa 
have so far only confirmed the view of Wilsing, and that there 




Fro. 1. 
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is no occasion for regarding the large displacements of the absorp- 
tion lines of hydrogen as results of motions on Doppler's prin- 
ciple, even if only of motions of hydrogen gas. 

The important role played by the hydrogen lines in respect 
to breadth and displacement in case of Nova Aurigae seems so 
far to have been even exceeded in case of Nova Persei. There 
are in this spectrum only a few bands, and no such number of 
single lines and pairs as in A^ova Aurigae, and the blue and violet 
regions are particularly lacking in lines of other elements. 

The extremely rapid increase in the star's brightness and now 
the quick decline in the intensity of the more refrangible parts 
of the spectrum arouses the suspicion that the hydrogen is 
chiefly responsible for the bright continuous spectrum in this 
part, and it is known that this may easily occur under certain 
conditions of pressure and temperature. The explanation ot the 
rapid decrease in brightness would otherwise be difficult. We 
must await the further developments of the phenomena, however, 
before we can reach conclusions with certainty. Perhaps they 
will* lead us to a final discrimination among the many hypotheses 
as to new stars. 
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WAVE-LENGTH DETERMINATIONS AND GENERAL RE- 
SULTS OBTAINED FROM A DETAILED EXAMINATION 
OF SPECTRA PHOTOGRAPHED AT THE SOLAR ECLIPSE 
OF JANUARY 22, 1898.' 

In this paper the results are given of a detailed study and measure- 
ment of a series of spectra photographed at the eclipse of 1898, with 
a glass prismatic camera of 2J4 inches aperture. Ten exposures were 
made, all yielding good negatives, in which the great extension in the 
ultra-violet is a marked feature. 

The first two photographs of the series were exposed at 20 seconds 
and 10 seconds before totality respectively, and are images of the cusp 
spectrum. They show the Fraunhofer lines with great distinctness, 
although the latter are much less dark than in the ordinary solar spec- 
trum. The lines were measured and identified for the purpose of 
facilitating the reduction of the bright line spectra obtained during 
totality. 

S^ectru m No . j was exposed f o r f o u r s e en n d .s , beg i n n i n g I w u se i u n d s 
before second contact. In thit; the flash spectrum is fully developed, 
and extends from A3340 to A 6000. The majority of the briglil arr s, 
including those due to the upper chromosphere, extend over 40 of 
the limb, implying a defJth of 1 Tj for the gi^^es cornpiksing this layer. 
The total depth of the chromosphere deduced from the hydrtjgen arcs 
is8.'2, and from the calcium arcs Ji'6. there are 313 measurable 
lines in this negative, and the wave-lungths and identificrtlions of these 
are given in Table I. 

Spectrum No. 4, exposed for half a secrmd shortly after second con- 
tact, gives the spectrum of the upper chromusphere and [irnuuneuces. 
Seven of the latter are shown, The iiiiages are about equally den^e in 
calcium radiations, although in hydrogen there is a marked variation 
of intensity between the different prominences. 

rAbslract. Read liefore the Rfnal Society oh Taimarv r?, iQOr. 
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A conspicuous feature in the spectrum of two of the promi- 
nences is a band of continuous spectrum, beginning at A 3668 near 
the end of the hydrogen series, and extending indefinitely in the 
ultra violet. 

Good measures were obtained of the images of a small promi- 
nence at the center of the plate, the wave-lengths being given in 
Table II. 

Spectrum No. j. — This plate had a long exposure near mid-totality. 
I'he continuons spectrum of the corona is strongly marked, and the 
green corona line is well shown at position angles 60° to 78°, and 95^ 
to 105? A new corona line is faintly impressed at A3388ih,the 
maxima of intensity being at the same position angles as those of the 
green line. 

Spectrum No. y shows the reappearing arcs of the flash spectrum, 
the exposure ending about four seconds before third contact. The 
green corona line is shown on both east and west limbs, and there is a 
faint corona line near H. The wave-length values of the lines meas- 
ured on this plate are given in Table I. 

Spectrum No. 8. — This was exposed almost at the instant of third 
contact, the reappearing photosphere showing as four narrow bands of 
continuous spectrum due to Daily's beads. The flash spectrum arcs 
extend between and across the bands, and can be traced over an arc of 
55°, the depth of the layer, in this case exceeding 2'. 

The focus in this negative is poor, and no measures were made; 
but as far as can be judged, comparing this plate and No. 3, the spec- 
tra of the east and west limbs of the Sun are identical. 

Spectra Nos. g and 10. — These are cusp spectra, very similar to 
Nos. I and 2. 

GENERAL RESULTS AND CONCLUSIONS. 

The flash spectrum. — Comparing the wave-length values of the 
flash spectra given in Table I with Rowland's wave-lengths of the solar 
lines, it is at once evident that practically all the strong dark solar 
lines are |)resent in the flash as bright lines ; and all the bright lines in 
the flash, excepting hydrogen and helium, coincide with dark lines 
havini; an intensity greater than three on Rowland's scale. 

The relative intensities of the lines in the two spectra are, however, 
widely different, many conspicuous flash lines coinciding with wxak 
solar lines, and some of the strong solar lines being represented by 
weak lines in the flash spectrum. 
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This, however, applies only to the spectrum taken as a whole. 
Selecting the lines of any one element, it is found that the relative 
intensities in the flash spectrum agree closely with those of the same 
element in the solar spectrum. This is particularly well shown in the 
case of the elements iron and titanium. 

The want of agreement in the relative intensities of the lines of 
different elements in the bright line and dark line spectra is probably 
due to the unequal heights to which the various elements ascend in the 
chromosphere, a low-lying gas of great density giving strong absorp- 
tion lines, but weak emission lines, on account of the excessively small 
angular width of the radiating area. 

The more extensively diffused gases of small density, on the other 
hand, give strong emission lines in the flash spectrum, and weak absorp- 
tion lines. 

The spectrum arcs obtained with a prismatic camera are not true 
images of the strata producing them, but diffraction images more or 
less enlarged by photographic irradiation. Monochromatic radia- 
tions from a layer 2' in depth will produce arcs or "lines" which 
are as narrow as can be defined by instruments of ordinary resolving 
power. 

The intensities of these images do not represent the intrinsic inten- 
sities of the bright lines of the ditferent elements; the apparent inten- 
sity of the radiation from an element depending on the extent of 
diffusion of that element above the photosphere. 

But in the dark line spectrum the intensities depend on the total 
quantity of each absorbing gas above the photosphere irrespective of 
the state of diffusion of the different elements. 

The flash spectrum as a whole appears from these results to repre- 
sent the upper, more extensively diffused portion of a stratum of gas, 
which, by its absorption, gives the Fraunhofer spectrum. 

Fifteen elements are recognized with certainty in the flash spectrum 
(No. 3), and five are doubtfully present. The atomic weights of these 
elements in no case exceed 91. All the known metals having atomic 
weights between 20 and 60 seem to be present in the lower chromo- 
sphere, but among these there does not seem to be any relation between 
the atomic weights and the elevations to which the gases ascend in the 
chromosphere. 

The only non-metals found are H, Hfy C, and possibly Si. 
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Of the 225 lines measured in the ultra-violet region of the spectrum 
only 29 remain unidentified. 

The hydrogen spectrum. — Twenty-eight hydrogen lines are shown in 
spectrum No. 3. The wave-lengths obtained are compared in Table 
III with the theoretical values derived from Balmer's formula. With 
the exception of Hh, which seems to be unaccountably displaced 
towards the red, the wave-lengths of the ultra-violet lines are found to 
agree closely with the formula. A slight deviation occurs in the most 
refrangible lines, the positions of which seem to be distinctly more 
refrangible than those assigned by theory. 

The continuous spectrum given by the prominences in the ultra- 
violet, beginning at the end of the hydrogen series, seems analogous to 
a feature noticed by Sir William Huggins in the absorption spectra of 
first type stars, and is possibly due to hydrogen. 

Hydrogen and helium in the lower chromosphere, — From the character 
of some of the helium lines it is inferred that this element is probably 
absent from the lowest strata, whilst parhelium appears to be separated 
from helium, and to exist at a lower level. 

Unlike helium, hydrogen gives very intense lines in the flash layer. 
These lines are well defined and narrow, even in the very lowest 
strata. 

Reasons are given to show that the absence of hydrogen absorption in 
the ultra-violet, and of helium absorption in the visible spectrum, may 
be due to insufficient quantity of these elements above the photosphere, 
not to equality of temperature between the radiating gas and photo- 
spheric background. 

The corona spectrum. — The wave-length of the green line deduced 
from measures of No. 3 and No. 7 spectra confirms the value obtained 
bv Sir Norman Lockyer at the same eclipse. The only other lines 
shown on these photographs are at A. 3388 and near H. 

J, EVERSHED. 



SIXTV-FOUR \i:\V VARIABLE STARS.^ 

The pliolOLCraphs of the Henry Draper Memorial continue to fur- 
nish ,i(reat nuiii])ers of new variable stars. A large part of those 
ciuiineraled below were found from the presence of bright hydrogen 

^I/iirruni Ci'Ht ;^( (if'serz-.i/ory Circitliir Xo. 54. 
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lines in their spectra. Many stars whose spectra are of the fourth type 
also prove to be variable. These variables have been divided into two 
classes. First, those in which the variation is so great that it is obvious 
to the most inexperienced observer. Secondly, those in which the 
variation so far detected is small, about half a magnitude to a magni- 
tude. In each of these cases, two or more experienced observers, who 
are accustomed to accurate measures of photographic brightness, are 
satisfied that the change is real. We have here a case like the con- 
firmation visually by a second observer, since so many plates of each 
variable are examined, generally a dozen or more, that on several the 
star is bright, and on several, faint. There seems to be no way in 
which these changes can be rendered more evident, and owing to the 
redness of many of the stars it is doubtful if visual observations would 
be more conclusive. Perhaps photometric measures, which appear to 
be less influenced by color, or photographs taken with a reflector might 
be employed to advantage. Owing to the accidental errors, additional 
measures add but little to the certainty of variation, which is best 
shown by comparing two plates, on one of which the variable is bright, 
on the other, faint. It seems best therefore to publish the posi- 
tions of these stars, hoping that by further observations the laws 
governing their changes may be learned. In both tables, the name 
of the constellation is given in the first column. For northern stars, 
the boundary of the constellations is taken from the Atlas Ca/tstis 
A'ovus of Hcis, and fur ^outh^^rn stars from ihe Uraniunctria At ^^efiiina. 
The catalogue designation^ if anyjs given in the second column, fhe 
approxioKite right ascension and declination for igoo are given in iIjl^ 
third and fourth columns. The class of specirinn is given in the fifth 
column. Following the notation of the Drapi'r Qtlitiifi^uf, Mc is used 
to denote a spectruni of the third type like that of a Cefi dX mininiuru. 
Md denotes a similar spectrum in which, however, the hydrogen lines 
are bright as in o Ceii at maxinjuin. Inlt^rmediate spet tra are indicated 
bv Mc 5 d. N denotes a spectrum uf the fourth type, and Pec. that 
the spectrum is peculiar. The name of the discoverer is given in ihe 
sixth column. A few retiiarks on individual stars follow Table II. 
Each is preceded by the right ascension for 1900* 
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TABLE I. 
VARIABLES HAVING LARGE RANGE. 



Constellation 



ChamaUon 
Carina 

Vela 

Antlia 

Carina 

Centaur us 

Virgo 

Lupus 

Lupus 

a rein us 

Norma 

A'orma 

Norma 

Triang. Austr. 

Scorpius 

Sc or pi us 

Ophiuchus 

Ara 

Ara 

Corona Austr. 

Corona Austr. 

Corona Austr. 

'J elescopium 

Sagittarius 

Scutttm 

Scutum 

Sagittarius 

Sagittarius 

Tdlescopiuni 

7\'lt'scopium 

Lyra 

l\-ltscopium 

Ttlescopium 

Te It SCO pi urn 

Cygnus 

Aquijrius 

Piscis Austr. 

Andronicdu 

Pegasus 



Designation 



Z. C. 8»» 2054 



A.G.C 13539 
A. G.C. 14440 


Z.C. 

-18 

z.c 


11^ 129 
' ^660 
14'^ 3225 





Z C. 16'^ 59 
A. G. C. 21999 

— 51^ 10147 
Giiliss 12037 
-43' "672 
-35 "923 

— 6' 4661 

-4«°' 12145 

— 49^ 11810 
-39 12196 



— 16^ 4904 

— 8^ 4726 

— 8' 4764 

-22^ 4958 

C. /\ D. —50' 1 1027 

+ 42 3338 



-51' 



2487 



— 22^ 5001 
A. G\ C 30605 
+ 48 4003 
-f25- 5054 



R. A. 



1900 



8»> 24"l 
9 18.2 

Si-3 
30.8 
33-2 

2.9 
36.3 
52.6 

8.5 
20.0 

2.6 

9.0 
17.7 
39.8 
18. 1 
40.8 
44.8 

47.3 
49.2 

58.2 
2.6 

7-2 

19.0 
24.6 
44-9 
50.0 
55-9 
57.7 
0.5 
10.5 
22.2 

43 I 
II .2 
12.9 

3«5.7 
17.7 
20. ; 

28 8 
55.0 



9 
10 
10 
II 
13 
14 
15 
15 
16 
16 
16 
16 
17 
17 
17 
17 
17 
17 
18 
18 
18 
18 
18 
18 
18 
18 
19 
19 
19 
19 
20 
20 
21 
22 
22 
23 
23 



Dec. 


XQOO 


Class 


Discoverer 


-76 = 


2' 


Md 


\V. P. Fleming 


-68 


20 


Md 


\V. P. Fleming 


-41 


7 


N 


L. D. Wells 


-39 


3 


N 


L. D. Wells 


-61 


48 


.... 


E.G. Pickering 


-54 


3S 


N 


L. D. Wells 


-18 


38 




L. D. Wells 


-53 





N 


W. P. Fleming 


-50 


25 


.... 


E.C.Pickering 


-57 


22 


Md? 


W. P. Fleming 


-48 


58 


Md? 


W. P. Fleming 


-52 


21 


Md? 


W. P. Fleming 


-51 


42 


N 


W. P. Fleming 


-67 


36 


N 


W. P. Fleming 


-43 


44 


Md 


W. P. Fleming 


-35 


40 


N 


W. P. Fleming 


- 6 


40 




W. P. Fleming 


-48 


17 


Md 


W. P. Fleming 


-49 


46 


Mc 


W. P. Fleming 


-39 


20 


N 


W. P. Fleming 


-45 


26 


Mc 


W. P. Fleming 


-42 


53 


Md 


W. P. Fleming 


-49 


42 


Md 


W. P. Fleming 


-16 


59 


N 


W. P. Fleming 


- 8 


I 


N 


L. D. Wells 


- 8 


19 


N 


W. P. Fleming 


— 12 


S4 


Md 


W. P. Fleming 


— 22 


51 


Mc 


W. P. Fleming 


-49 


4 


Md 


W. P. Fleming 


-50 


38 


Md ? 


W. P. Fleming 


+42 


36 




W. P. Fleminvr 


-50 


15 


Md 


W. P. Fleming 


-52 


S6 


Md 


W. P. Flemini; 


-51 


I 


Mc5d 


W. P. Fleming 


+42 


4S 




H. R. Colson 


— 22 


3S 


Md? 


W, P. Fleming 


-29 


3S 




W. P. Fleming 


+48 


16 


Md? 


W. P. Fleming 


+25 


21 


Md? 


W. P. Fleming 
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TABLE II. 

VARIABLES HAVING SMALL RANGE. 



Constellation 


Designation 


R. A. 1900 


Dec. 


1900 


Class 


Discoverer 


Hviirus 




2" 


io".'4 


— 71" 


57' 


Mc 5 d 


W. P. Fleming 


Hydrus 


A, G. C. 2634 


2 


26.3 


-69 


5« 


Mc 5 d 


W. P. Fleming 


Cetus 


A. G. C. 2859 


2 


37.4 


-23 


2 


Mc 5 d 


W. P. Fleming 


Horolos^ium 


Z C. 2^ 1 104 


2 


41.2 


-54 


44 


Mc 


VV. P. Fleming 


Kruiiinus 


-I' 546 


3 


46.4 


— I 


41 


Mc 5 d 


W. P. Fleming 


Puf'pis 


A. 0. C. 8g54 


7 


1-7 


-35 


47 


Mc 5 d 


W. P. Fleming 


Cams Major 


— 11 1S05 


7 


3-4 


— II 


46 


N 


W. P. Fleming 


Lynx 


4-46 1 27 1 


7 


20.9 


+46 


10 


Mc 


W. P. Fleming 


Hydra 


- «° 2343 


8 


19.6 


- 8 


II 


Mc <; d 


\V. P. Fleming 


Hydra 


— Q- 2612 


8 


34-9 


- 9 


14 


Mc 5 d 


W. P. Fleming 


I 'iri^o 


- S 3329 


12 


IS-2 


- 8 


27 


Md ? 


W. P. Fleming 


Centaurns 


A. G.C. 17944 


13 


6.3 


-56 


28 




L. D. Wells 


Vir^ 


- 2' 3653 


»3 


8.9 


— 2 


16 


Mc'5'd 


W. P. Fleming 


Ch(tiu<cUon 


A. G. C. 18352 


13 


24.6 


-77 


3 




W. P. Fleming 


If if' us 


Z C. 14*^ 970 


M 


16.9 


-47 


4 


*N* 


\V. W Fleming 


Norma 


— 50' 10442 


16 


14.6 


-50 


14 


Md 


\V. F. Fleming 


Sirpgns 


-15^ 4923 


18 


13-6 


-15 


39 


i\ 


W. P. Fleming 


Corona Austr. 




18 


23 -7 


— 4S 


2 


Md 


W. P. Fleming 


Tchsiopium 


— 48' 12910 


19 


0. 1 


-48 


44 


Mc 


\V. P. Fleming 


Sai^itfarius 


— 16 S3^o 


19 


28 . 6 


— 16 


35 


N 


L. D. Wells 


Sagittarius 


c.r. i9. — 41 9189 


19 


40.6 


-41 


2b 


Mc 5 ci 


W. P. Fleming 


Sagittarius 


A. G. C. 27520 


20 


0.8 




31 


Mc 5 d 


\V. P. Fleming 


Chtans 


Gi//iss 15580 


22 


5.7 


-^5 


10 


Mc 5 d 


W. P. Meming 


Aquarius 


— 18"' 6299 


23 


19.2 


-17 


'^2 


Pec. 


\V. P. Fleming 


Cassiopeitr 


+ 50' 31 1 1 


23 


49-4 


+56 


56 


Pec. 


L. D. W ells 


7^ 20^9 TV 


le variation, althou<^' 


h small, hs 


LS been coi 


itirnied 


by two other 



observers, and is indit .iLl-'i i^^ iFSf^f.-t ^ti sigh's ^^.ui lisL- [itLntnun 
photomcier. 

10 33.2 Found by sufjorposin^ an original nei^ative vn a contact |>r]nt (turn 
another negative taken on a different date. 

15 8.5 Found by superposing an original negative on a contact print from 

another nejKjative taken on a diPFcrtni date* 
7 40.8 This star is C. P. D, —35 7-43* Innes has aiiuounceil ihe varia- 
bility i>f --3 5 7570, which follows 5 i?t;, suuih o'l. -/./*, 20, 50, c>5. 

18 44.9 " Probably a variable of the /<? Piu'ittm type " in Espiifs Catalogue 

of Reds tars , Cut\ n ingk am . Memo irs. No. \ * , 75. D t sco v e r et I a I so 
independently by Mrs. Fleniinir, 

19 22.2 Found by inspecti<jn of a plu»iograph taken as describeil in Cir- 

cular No, 2q. Thirteen ex[io&ures iif 29^'^ 40"* each were made on 
July 13, iSqq. stopfiing the clock automaiicaUy for 20^ after each 
exposure. This variable is ntentioned in the Fifty-fourth Annual 
Report. Photometric measures show ihat its nmxinm are repre- 
sented by the formula, /. A 1,414,856^000 -ho'.5668 £. Krmge 
0.8 J magniludes. 
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21 35.7 Discovered visually during observations of SS Cygni, 

23 49.4 This star is p Cassiopeia. The variation, although small has been 

confirmed by four other observers. The spectrum closely resembles 

that of the second type. 
Measures have been made of a number of the stars in the above 
tables and also of those announced without magnitudes in previous 
circulars. The right ascension and declination for 1900, the number 
of plates examined, and the brightest and faintest photographic magni- 
tudes, are given in the successive columns of Table III. The last 
column gives the authority for the variability. 

TABLE III. 

PHOTOGRAPHIC MAGNITUDES. 



R. A. Dec. 


No. 


Br. 


Ft. 


Aulhority 


R 


A. J Dec. 


No. Rr. 


Fi. Authority 


2^ lo".'4 


-71^ 57' 


75 


9.6 


10.5 


Table 11 ' 


10'^ 


54'"3 -54' 55' 


50 


9.9 


II .0 Circular 24 


2 37.4 


-23 2 


68 


7.7 


8. b Table H 


17 


34-7 -57 40 


43 


«-3 


9.8 Circular 24 


6 28.1 


- 8 4S 


54 


9.0 


10. 1 Cinular 32 1 


17 


45-7J-5I 40 


56 


8.9 


12.4 Circular 24 


8 1.7 '-^)8 20 


47 


0.3 


l0.2,CircuIi2r 24 


17 


47-3!-48 17 


134 


9.7 


< 12.^ Table I 


8 3.1 1-22 3« 


23 


9.4 


II .b\Circu/(ir 24 


18 


i3-t^'-i5 39 




8.5 


9.1 Table II 


8 24.7 - 5 50 


48 


8.0 


9 . 6 Circular 24 


18 


19.0—49 42 


129 


II .3 < 12. 7, Table 1 


8 34. g - 9 14 


70 


7.7 


9.0 Table 11 


18 


23-7|-45 2 


10711. 9 


12.6 


Table 11 


9 13-5 -65 49 


116 


10.9 


12. l\Circular 1,2 


19 


10.5—50 38 


113 9.2 


10.6 Table 1 


10 8.3 -(-60 31 


7f> 


70 


8.3 Circular 32 


19 


22.2|-f42 36 


191 7-2 


8.1 


Table I 


10 ^3.2 —01 48 


210 


10. 1 


<I2.5 Table 1 ' 


19 


37.11 + ^2 23 


58 8.7 


10.3 Circular 24 


II 59.6 - 5 13 


77 


7.2 


8.S Circular 32, 


20 


},.^ —60 14 


75| 90 


\Q.z\Circular 24 


12 2.1 — 6 12 


80 


71 


8.3 Circular 24 


20 


11 .2 —52 56 


91 10.5 


l2.glTabIe I 


13 15. 1 -61 3 


55 


10.5 


II .'}f\ Circular 24 


20 


12.9 —51 I 


124 8.1 


9. 7! Table I 


14 1.7 +13 59 


30 


10. 


I ^ . 0^ Circular 24 


21 


13.6,-45 27 


83 7-2 


8.9 Circular 24 


16 17.7 -51 42 


102 


II .0 


< 12.31 table 1 


2^ 


I9.2J-I7 52 


73 «.3 


< 9.4 Table II 



Edward C. Pickering. 



January 24, 1 90 1. 



THE SPECTRUM OF t PUFPIS.' 

The presence of a second serijes of hydrogen lines, in addition to 
the ordinary series, in the spectrum of t^PuppiSy was announced in 
Circulars Nos. 12, 16, and 18. Accurate wave-lengths could not then 
be determined for the less refrangible lines. Since then, measures 
have been made of six photographs of spectra of t^Puppis^ and two of 
sj)ectra of 3 Orionis. The measurements have been made by Miss F. 
Cushman, and the conversion into wave-lengths, by Mr. Edward S. 
King, with the assistance of Miss Cannon. This work will be pub- 

^ Harvard College Observatory Circular No. 55. 
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lished in full in a later volume of the Annals. Following the notation 
proposed by Vogel for the ordinary series of hydrogen lines, the new 
series may be designated, Hql\ H^' , Hy' , etc. The great difficulty in 
determining the wave-length of H^' which is approximately 5414, is 
that no known lines of greater wave-length have been found in the 
spectrum of { Puppis, Accordingly, extrapolation, which is always 
uncertain, must be employed. The star, 8 Orionis^ besides the line 
H^\ contains also the known line D3, wave-length 5876, which thus 
permits the wave-length of H^' to be determined by interpolation. 
These lines also occur in c Orionis, and probably in other stars of the 
so-called Orion type. It is greatly to be desired that the spectra of 
these stars should be photographed with a slit spectroscope attached 
to a large telescope, as the wave-lengths of these lines could then be 
determined with far greater accuracy by the help of a comparison 
spectrum. A comparison of the mean of the wave-lengths given in 
Circular No. 16, with those recently determined, and with two com- 
puted values, is given in the following table. The first of these is 
given in Circular No. 16, and is a slight modification of Balmer's 

formula. It is •^646.1 , in which n is an even number for the 

ordinary series of hydrogen lines, and an odd number for the addi- 
tional series. The second formula is ~ -^A -\- B , + C— - . This 

form was proposed by Kayser, immediately after the announcement of 
the discovery of this series of lines. If we accept this formula, it 
would appear to be the true law connecting their wave-lengths, and 
would render them comparable with those of other elements. The 
designation of the lines is given in the first column of the following 
table, the mean of the observed wave-lengths given in Circular No. 
16 is contained in the second column, and the wave-lengths derived 
by Mr. King in the third column. The next four columns give the 
value of //, taken from the sixth column of the table in Circular No. 
16, and computed wave-lengths taken from the seventh column of the 
same table, and the residuals found by subtracting the computed 
values from the observed values given in the second and third col- 
umns. A similar comparison with the formula- = 27461 — 121790 -^ 

— 352010 - , is contained in the last four columns of the table. 
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Des. Cir. 16 


Obs. 


n 

5 

7 

9 

II 

13 
15 
17 
19 
21 

X) 


Comp. 


O-C 


O-C 


m 


Comp. 


O-C 


O-C 


Ha' 
Hi' 

m' 

He' 
Hf 
Ht^' 
HO' 
Hi' 


4200.6 
4026.3 
3924-8 
3858.6 
3816.0 
3783.4 


5413-6 
4542.4 
4200.7 
4026.0 
3924-0 
3860.8 
^815.7 




10128. I 
5413-9 
4543-6 
4201.7 
4027.4 
3925.2 
3859-8 
3815.2 
3783.4 
3646.1 


— I.I 

— I.I 
-0.4 

— 1.2 

+0.8 

0.0 




-0.3 

— 1.2 
-1.0 
-1.4 

— 1.2 

+ 1.0 

+0.5 


3 
4 

• 5 
6 

7 

8 

9 

10 

II 

00 


10435.2 
5413.0 
4540.1 
4200.6 

4027.5 
3925.8 
3860.6 

'3815-4 
3782.1 

3641.5 






— 1.2 

— 1.0 

— 2.0 

+0.6 
+1.3 


+0.6 

+2.3 
+0.1 

-1.5 
-1.8 

+0.2 
+0.3 



It will be noticed that the two computed values do not differ very 
greatly for any of the observed lines. The difference is greatest for 
ffy' , and here the observed value is nearly midway between the two 
computed values. On the whole, the observed values agree more 
nearly with the first formula, than with the second. This is remark- 
able, if it does not represent the true law, since this formula contains 
no arbitrary constants. There is only one constant, and that is deter- 
mined with great accuracy from the ordinary series of hydrogen lines. 
The second formula contains three arbitrary constants which are 
selected so as to represent the observed values as nearly as possible. 
A least square determination was not considered necessary, since the 
outstanding differences from observation were evidently systematic, 
and not accidental. The wave-length when m or n is infinite, could 
be accurately measured, but unfortunately these lines, like those of 
the ordinary series, do not appear to be present in the stars. The 
wave-length of the line Ha differs greatly according to the two 
formuli^, but no means as yet exist for determining radiations of such 
great wave-length in a star. 

Edward C. Pickering. 

CAMHKHHiE, U. S. 

Fehruarv li, 1 90 1. 



NOVA PERSE I, NO. 2.' 

Thk early observations made here, of the new star in Perseus, are 
described in Circular No. 56. This star may be designated Nova 
Persci, No. 2, to distinguish it from the star in R. A. I'^ssTi, Dec. 
+ 56^ 15', which appeared in this constellation in 1887. A photograph 

* lliirvurd Co/Zt^c' Obstrvatory Circular No. 57. 



Through an inadvertence in making up the copy 
from the notebook and an oversight in the correction 
of the proof, two confusing errors appear in lines 13 to 
IQ, page 140, of my paper ''On the Heat Radiation of 
Arc turns y Vega, Jtipiler, and Saturn,'' published in the 
March number of this Journal. These lines should be 
corrected to read as follows : 



Assuming that the total radiant intensity of unit area of Arcturus 
differs little from that of the Sun,' then if h^\ E^ equal the 
ratio of the heat quantities measured, 6^ : 6^ that of the angu- 
lar diameters, 0^= 6^ \' /^' • F^ntlier, if D^ and I)^ represent the 
distances of AntHnts and thL' Sun, and /'.^ and l\ their respec- 
tive volumesi then l\ ~ ^j/ (// /' • ''^ ^'^'-'' "^^^'^^^i^^'^ I Iji^litive 



The above correction is ^o jjrinted that it will exactly 
cover the defective portion of tht! text as a paster. 

E. F. Nici[OL?i. 
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of the vicinity of the Nova^ taken with the Cooke lens on Feb- 
ruary 19, 1 90 1, with an exposure of 66", beginning at 1 1** 18™ G. M. T., 
is shown in Fig. i. For comparison, a similar photograph taken on 
February 26, 1901, with an exposure of 56", beginning at 14^ 32" 
G. M. T., and showing the Nova, is given in Fig. 2.' 

The accompanying plate gives enlargements, made with a moving 
plate, of three photographs of spectra taken with the 11 -inch Draper 
telescope. The first represents the new star in Perseus taken on Feb- 
ruary 22, 1901, with an exposure of 40", beginning at 16'' 08'" G. M. T. 
The second represents the same star taken on February 24, 1901, with 
an exposure of 66™, beginning at 14*^ 43" G. M. T. The change from 
the first form of spectrum to the second must have been very sudden. 
A plate taken through dense clouds on February 23, with an exposure 
of 29™, beginning at ii** 37"' G. M. T., showed but little change, while 
Professor Vogel has announced that a photograph taken the same night 
shows a spectrum traversed by several broad, hazy bands. The third 
spectrum represents Nova Aurigiv, taken on February 5, 1892, with an 
exposure of 123'", beginning at ii*" 09'", G. M. T. It will be seen that 
the second and third spectra closely resemble each other, but that the 
lines in Nova Aiirigce are much narrower and more sharply defined. 
The later photographs of the spectrum of the new star in Perseus show 
numerous changes, the dark lines and the edges of the bright lines 
being, in many cases, well defined. 

Edward C. Fickkring. 

March 15, 1 90 1. 

SECOND CHART AND CATALOGUE FOR 015SERVING 
NOVA PERSEL' 

This second chart and catalogue have been prepared for telescopic 
observation of the Nova. They were both made on the plan of the 
Atlas Stellarum Variabilium (Series III), except that the new star is 
placed 15' south of the center of the chart, on account of some brii^ht 
stars north of the Nova, which will be needed for comparison. 

An auxiliary chart was added to the principal one, to enal)le tliose 
observers who have no circles attached to their telescopes to find the 
Nova. They will experience little difticulty in first scttini; on 8 Persci, 

'These figures are here omitted. — Eds, 

'The first chart prepared by tlie (ieortjetown College Observatory was intended 
for naked-eve observations of the Xoiui. 10 ds. 
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which is of third magnitude, then passing to ^ and cr, and from there 
sweeping directly south along the stars indicated on the auxiliary 
chart, until they reach the stars Nos. 2 and 3 of the principal chart. 

On this chart three divisions or squares may be distinguished as 
regards the density of the stars. The large square measures one 
degree in each coordinate, and contains all the B. D. stars (except 
+ 43? 745, which is of 10.5 magnitude). In a smaller square, which 
is 30' wide and whose center is the Nova, all stars have been entered 
which are visible in our twelve-inch refractor with a power of about fifty 
diameters, while in the central square of only 10' width fainter stars 
have been added by means of a magnifying power of about 100 
diameters. Great difficulty was experienced in seeing and measuring 
these objects on account of the brightness of the new star. 

Tht positions of all the stars within the square 30' wide have been 
determined by means of a semicircular glass scale, divided into parts 
3' wide, and of a chronograph. These positions are differential with 
regard to the N'ova as zero point. From the preface to the Atlas, in 
which the details of this method are described, we only recall the state- 
ment that the Right Ascensions are supposed to be correct within i*, 
while the Declinations may be erroneous by 0/3 or even 0/6. The 
positions of the stars outside this square have been computed from 
the B. D. or the A.G.C., assuming the position of the Nova, given in 
the title of the chart, to be correct for the beginning of the year 
1 90 1. 

The via;^nitu(I('s of all the stars on the chart were determined by 
sequences of steps based on at least two independent estimates. The 
formula for transforming these steps to the B. D. scale is of the same 
character as those in the Atlas. It will be an easy matter to replace it 
by any other process of transformation, graphical or arithmetical, 
when a scale of standard magnitudes is determined by photometric 
means. The faintest stars near the Nova could not be properly esti- 
mated on account of the brightness of the latter. 

It is well to remark that only three good nights (March 7, 14, 16) 
were available for making this chart, and that then the Nova was 
brighter than fourth magnitude. Yet it has seemed better to distribute 
chart and catalogue as they are without delay, in order to facilitate 
observation. A more accurate scale of magnitudes, for the final 
reduction of the observations, may be determined at any future time, 
when the brightness of the new star shall have faded away. 



MINOR CONTRIBUTIONS AND NOTES 



235 



CHART II. 

NOVA PERSEI. 

3»»24»28»; + 43'' 33-9. 



S(rp« 



Magd 



t 
3 

3 

4 

s 

6 

7 
6 
Q 

10 

n 

[2 
13 

M 

'5 

]6 

tq 
10 

?i 

«a 

23 

2j 

z$ 

20 
3^ 

3i 
32 
3J 
34 

35 

J* 
37 
3« 

40 

4t 
4^ 
43 

44 
45 



D 
10 
17 
21 

2J 

25 
31 
37 
4^ 
46 

40 
52 
SS 
59 
59 

61 
^3 
*»! 
6^ 
67 

70 
70 

n i 
73 

75 

75 
70 
79 
So 

Hi 
K4 

93 
94 

toj 

*05 
107 

tu 
T17 
12a 
T24 



7-1 
7-4 
7o 
7.5 
7^7 

78 

1^ 
^.l 

S'3 



8.7 
»,8 
8.» 

S.y 

9-0 
9,0 

Q.O 
9.0 

9.1 

<>.2 

9--2 

9,4 

9-6 
9,6 

9^6 
9^7 

9 9 
10,0 

10.0 
EO, I 

la. 2 

10.3 

10.4 



f^.D, 



7' 
6. 

7. 
7- 
7. 

7. 

8. 
%. 

M 

r). J 
Kg 

9-0 

9^0 

go 

(J.O 

9.1 
90 
q.i 

0-0 
q,fj 
0.0 
9,1 
9.2 

9'J 
q.2 

9.4 
9-5 
95 

^5 

0.5 

fJ.5 



+43' 73<? 

44 734 

44 73-2 

44 742 

43 733 

43 720 

43 7fjf* 

43 72S 

44 717 
43 72t» 

43 744 

43 759 

44 7'2 
44 741 

43 723 

44 721 
43 740 
43 74<* 
41 724 
43 739 



Aa 




-2^ 


55* 


-Kr 


zz 


+ 1 





+3 


^5 


— 2 


37 


-4 


1=1 


+4 


7 


-3 


10 


— 


41 


-J 


^Q 


+0 


50 


^3 


10 


T 


3^ 


43 


20 


-3 


51 


-|o 


4 


— 


7 


--I 

'*0 


23 


— 


51 



+27-9 

+57-3 
+56^3 
-h54.4 

- 9-4 

- 2,8 

+2«-7 
+55 '«^ 
+ J5.!* 

- 1^ ^ 
+2^.7 
+44 . 3 
-! 41 . 3 
-n\4 



t 



45 f5 
rS.3 

+ 4.H 



43 


74^^ 


- \ 


■4f 


- ^-4 


4^ 


7=^^ 


ft 


50 


-17.9 


43 


7.V-1 


— 2 


2^^ 


~ 3.9 


43 


74S 


+ 1 


34 


-fiO.I 


43 


731 


— I 


4'J 


-f 4*9 


43 


75^ 


* 3 


I 


- ^"3 


43 


742 


+0 


37 


+20*tj 


43 


757 


+ i 


39 


- 2 


43 


74 J 


+0 


28 


+ 19-4 


43 


759 


+3 


4 


+22.5 


43 


7S2 


+ 1 


;S 


H-T5*tJ 


A\ 


743 


-fo 


43 


-- S 7 


43 


7t^o 


4-3 


JO 


4 3.^ 


43 


735 


— I 


5 


+ 3.4 


43 


755 


+^ 


27 


+ 4^4 


4.^ 


734 


— J 


tt 


+ in i^ 


4^ 


Ih^- 


—0 


^S 


-ii._\ 


43 


737 


— 


413 


- qM 


43 


75f^ 


+ 2 


3^' 


- J-7 


4.^ 


751 


+^ 


^1 


-Tiio.i 


43 


7^0 


-ht 


47 


— TO. 2 






-Ho 


35 


+ 0,2 






-I 


^J 


-^ 3.C 












— ro i) 






-I 


2.1 


-h 1.^ 



Ndic 



//. r. 



fi'^g; red, 
6.5 
7 3 

7-3 



Mgg. = 9j:>-i- &.027 (St, - 7I'U' 



236 



MINOR CONTRIBUTIONS AND NOTES 











CHART U. — Continued. 








NOVA PERSE/, 








3"24"28«;+43'' 33-9. 




No. 


Steps 


Mag. 


BD. 


Aa 


A5 


Notes 


46 


133 


I0T7 


i 


— I 22 


+ 6.3 




47 


134 


10.7 


1 


+0 54 


+ 11. 9 




48 


138 


10.8 


1 


+ 1 I 


- 50 




49 


145 


II. 


i 


-0 24 


- 1.5 


• 


SO 


148 


II. I 


1 +0 31 


+ 11. 4 




51 


153 


II. 2 




-I 17 


+ 3-0 




52 


153 


II. 2 




— I 21 


+ 9.4 




53 


158 


II. 3 




-0 32 


+ 14.4 




54 


159 


II. 4 




—0 21 


- 3.9 




55 


160 


II. 4 




+0 36 


-14.4 




56 


161 


II. 4 




-0 17 


+ 2.4 




57 


167 


II. 6 






-0 6 


+ 11. 5 




58 


168 


II. 6 






-0 45 


- 0.8 




59 


170 


II. 6 






+ 1 13 


— 12.0 




60 


171 


II. 7 




-0 52 


+ 14. 1 




61 


172 


II. 7 




— I I 


- 9.0 


, 


62 


175 


II. 8 




+0 3 


+ 12.6 




63 


177 


II. 9 


1 


-0 49 


+ 12.3 




64 


177 


11.9 




+0 45 


- 3-7 




65 


178 


II. 9 




+0 42 


+ 4.8 




66 


179 


II. 9 


' +0 33 


- 4.1 




67 


182 


12.0 


-0 58 


- 8.3 




68 


185 


12. 1 




+0 34 


+ 1.5 




69 




(12) * 


+0 3 


- 0.5 


elongated.* 


70 


186 


12. 1 




-fi II 


— 10.0 




71 


193 


12.3 




+0 26 


- 8.1 




72 


196 


12.4 


-f I 9 ' - 9-7 




73 


196 


12.4 


—0 7 ' — 6.6 




74 


199 


12.4 


-fo 21 1 -|- 1.6 




75 


200 


12.5 


-j-o 17 —12.0 




76 


205 


• 12.6 


-fo 20 —II. 2 




77 


209 


12.7 


+0 13 


+ 1 .0 


, 


7.S 


212 


12.8 


— 14 


+ 1.6 




70 


212 


12.8 


+0 13 


- 0.7 




80 




(13) 


■ -0 3 


- 0.5 




Si 




(13-14) 






+0 9 


- 0.4 





Mag. — 9.0-4-0.027 (St. 



Washington, I). C. 
March lo, igoi. 



-71. 1). 

John G. Hagen, S. J. 



^ Piufcssor r. J. J. See kindly examined this ol)ject with the 26-inch refractor and 
found it to con>ist of two stars which he estimated as 14th magnitude each. 
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CHANGES IN THE SPECTRUM OF NOVA PERSE/.' 

Since the publication of Bulletin No. i6 the weather has been 
unusually cloudy and comparatively few observations of Nova Pers^i 
have been secured. The following observations have been obtained by 
Mr. Parkhurst. With the exception of those marked "vis." they were 
all made with the wedge photometer referred to in the last Bulletin, 
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The magnitudes are based on the system of the Harvard Photo- 
metric Durrhmuste'rufig (H, C. O. Anfials, XLV). There seems to be 
no doubt of the reality of the considerable fluctuations shown, and 
from the internal ai^reenient of the measures it is probable that the 
amount of these fluctuations is represented within one or two tenths 
of a magnitude. 

Since the publication of the previous list Mr. Ellerman has obtained 
photographs of the spectrum as follows: 
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The changes which have taken place are well illustrated in the plate, 
which is a reproduction of direct photographic enlargements from the 
original negatives. On account of the cloudy weather the intervals 
between some of the photographs are so great that the progressive 
change is not always fully indicated. In general it will be noticed 
that the brightness of the spectrum has decreased in both the yellow 
and the ultra-violet. The decreased intensity of the less refrangible 
region is particularly striking. It should be remarked that most of 
the photographs reproduced in the plate were shaded in the process of 
enlargement so as to bring out the details as well as possible in both the 
brighter and the fainter regions. For this and other obvious reasons the 
plate must not be taken to represent the relative intensities of the various 
portions of the spectrum. If the yellow region in the later photo- 
graphs had not been shaded in copying it would have been entirely 
lost in the reproduction on account of its great relative faintness. 

In addition to this falling off in intensity in the less refrangible 
region, the continuous spectrum as a whole has become much fainter 
relatively to the bright lines. Exception must apparently be made of 
the spectrum as photographed April 8, unfortunately too late for repro- 
duction on the plate. On this evening, as the i)hotometric measures 
show, the Nova was brighter than on April 3. This increase in mag- 
nitude was accompanied by marked brightening of the continuous 
spectrum relatively to the bright lines. The Ht, line, which on the 
photograph of March 28 seems to have shifted toward the vit)let, is 
shown on the photograph of April 8 in its original position, but greatly 
decreased in intensity. 

There have been many changes of importance in the relative inten- 
sities of the bright lines. The b line, which was so conspicuous in the 
earlier photographs, has greatly decreased in intensitv ; the K line of 
calcium has undergone a similar change in brightness and now seems 
to have disappeared entirely ; Hfi has become narrower and sharper 
and the relative intensities of its several components have undergone 
marked variations. The plate will serve to show in a general way the 
changes which the other lines have ex})erien(ed. The s])ectruiij })ho- 
tographed on March 28 is in some respects the most remarkable of the 
series on account of the apparent shifting of several of the hydrogen 
lines and the rise into prominence of lines which were previously incon- 
spicuous. 

The present Bulletin is intended merely to call attention to the 



240 MINOR CONTRIBUTIONS AND NOTES 

more striking changes which have taken place in the spectrum of the 
Nova, Illustrations of other changes will be published later. It 
should be added, however, that these changes include a duplication of 
the dark lines on the more refrangible edge of the bright hydrogen 
lines ; these were at first rather broad and poorly defined, but subse- 
quently, March 15, became sharp double lines; they have recently 
become much fainter and are no longer double. 

Special attention has been given to the two dark D lines and the 
bright band upon which they were projected. This bright band has 
gradually moved toward the violet so that the two narrow dark lines 
which were at first nearly central on the band (see Fig. i, Plate III, 
Bulletin No. 16) are now at its less refrangible edge. The dark line on 
the more refrangible edge of this band, which in Bulletin No. 16, was 
provisionally designated D3 has given place to a much broader, but 
fainter, band extending toward the violet. 

Various I'iiboratory investigations on the spectrum of the spark and 
arc in air and in certain liquids will be described in a later paper. With 
the arc taken in air between carbon poles moistened from time to time 
with a solution of sodium hyposulphite, the appearance of the sodium 
lines is almost precisely like that presented by the Nova on February 
28. The narrow dark lines due to the absorption of the cooler sodium 
vapor in the outer part of the arc are superposed upon a very broad 
bright band like that in the spectrum of the Nova, The experiments 
with the arc and si)ark will be continued with more powerful apparatus. 

April II, 1901. George E. Hale. 

ULTRA-VIOLET CORONAL LINES. 

In the number of this Journal for November 1900 which carae to 
hand only last week I find M. Deslandres announcing the discovery of 
*'two complete rini^s due to two new coronal radiations" in the ultra- 
violet as a result of his observations of the total solar eclipse of May 
last (pai^^e 28S). 

I hasten therefore to state that these two ultra-violet rings were 
obtained by me during the Indian eclipse of 1898 with a prismatic 
camera composed of two spar prisms of 60"^ angle and about i inch 
face and a sini^le quartz lens of about 24 inches focus. As a first 
apprLKxifnation only, the wave-lengths of the radiations came out 3456 
and 3391, but I hope very soon to obtain a more correct determination. 

K. D. Naegamvala. 

I'ooNA, March I, looi. 
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HENRY AUGUSTUS ROWLAND. 

By Joseph S. Ames. 

In the death of Professor Rowland, of Johns Hopkins Univer- 
sity, the science of Astrophysics has lost its foremost investigator 
and its greatest authority. It may not be too much to assert 
that the modern study of spectroscopy as an exact science 
dates from the beginning of Rowland's work ; and the fact that 
so much has been accomplished durini,^ the past twenty years by 
students both at home and abroad bears witness to the impulse 
given to research and investigation by the force of his example 
and by the assistance of instruments furnished by his genius. 
Before noting in detail^ however, what were the main contribu- 
tions of Professor Rowland to the science to which this Jouhmal 
is devoted, it may be well to record the leading features of his 
life. 

Henry Augustus Rowland was born at Hones dale, Penn., 
November 27, 1848, the son of a Presbyterian minister. He 
received a good secondary education and entered the Rensselaer 
Polytechnic Institute, Troy, N. Y,, from wiiich he graduated in 
1S70, receiving the degree of ''Civil Engineer/' All of Ins 
inclinations as a boy were toward scientific \s ork. He read v\ith 
the greatest interest all the writings of l^iiadav and Tvndall, 
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and performed many chemical and physical experiments. He 
formed the habit at an early day of keeping accurate record not 
only of his observations, but also of the ideas which occurred to 
him from time to time. These notebooks are intensely interest- 
ing, and when Rowland's life is written, as it surely will be, they 
will throw the clearest light on his whole mental development. 
In these books are found numerous suggestions of investigations 
undertaken later by himself or others. 

After a short experience, first as a member of a corps of 
railway engineers and then as teacher of general science in 
Wooster College, Ohio, Rowland returned to Troy as an instruc- 
tor in the Polytechnic Institute, and was soon promoted to be 
assistant professor of physics. It was while at Troy that he 
performed his classical experiments on the study of the magnet- 
ization of iron. These established results and methods of inves- 
tigation which are of fundamental importance. When Rowland 
had prepared for publication an account of his observations and 
theories, he sent it to an American journal ; but it was returned 
as not suited for publication, the suggestion being made that the 
research was a rather presumptuous one for an unknown man to 
undertake, and that the paper would be improved if the theoret- 
ical part was removed. Rowland thereupon sent the manuscript 
to Professor Clerk Maxwell, of Cambridge, who acknowledged 
its receipt by saying he regarded it as of such importance that 
he had forwarded it at once to the Philosophical Magazine, One 
further incident in connection with this research, and one most 
characteristic of the man, should be recorded. He had little if 
any apparatus at his disposal and no laboratory rooms ; so he 
constructed his own instruments and used the window seats of 
his bedroom for his laboratory piers. 

In the spring of the year 1875 Mr. Oilman, who had just 
been elected president of Johns Hopkins University, was an offi- 
cial visitor at the United States Military Academy at West 
Point ; and in talking one day to Professor Michie of that insti- 
tution President Oilman mentioned the fact that he was looking 
for a man to take charge of the work in physics in the university 
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at Baltimore. Professor Michie was a connection of Rowland by 
marriage and was well acquainted with his work at Troy. At 
the former's suggestion Rowland was requested by President 
Gilman to come at once to West Point ; and it was there that 
the two men met whose names are so indissolubly connected 
with the history of Johns Hopkins University and of education 
in America. Rowland's record at Troy as a teacher was not of 
the best, but President Gilman saw in him those qualities which 
were most needed as the director of a great physical laboratory. 
On his recommendation, therefore, the trustees of Johns Hop- 
kins University invited Rowland to join their faculty, and gavie 
him leave of absence for a year in which to go to Europe, with 
the idea that he should spend this time partly in buying appara- 
tus and partly in becoming better acquainted with the laborato- 
ries of physics abroad and with their methods of work. Rowland 
spent the winter in Berlin, and took advantage of the facilities 
of Helmholtz's laboratory to perform his electrical convection 
experiment which established the fact that an electrical charge, 
if carried at a high speed, has the same magnetic action as an 
electric current. He then traveled from city to city on the con- 
tinent purchasing apparatus — not for purposes of demonstration, 
but for use in researches and investigations : measuring appara- 
tus of all kinds, standards of length and electrical resistance, 
etc. He returned to America in 1876, and began his work at 
Baltimore in the autumn as professor of physics. 

Rowland's attention was first drawn to practical problems 
connected with electricity and to some theoretical questions 
which arose in connection with his lectures to his classes. He 
made a redetermination of the ohm ; he measured the ratio of 
the electrical units ; he investigated electric absorption of crys- 
tals ; the Hall-effect was discovered. He then began his classi- 
cal investigation on the subject of the ** mechanical equivalent of 
heat," which resulted in his obtaining a prize offered by the 
Venetian Institute and also the Rumford medal given by the 
American Academy of Arts and Sciences. In this great 
research he made the first thorough study of the scientific 
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principles involved in the measurement of temperature and 
quantities of heat. 

About 1 88 1 he became interested in the subject of spectrum 
analysis, and realizing that the most important part of the neces- 
sary apparatus was the diffraction grating, he set himself the 
task of constructing a dividing-engine to be used for ruling- 
gratings. At this time the best gratings available were those made 
by Mr. Rutherfurd, of New York ; but they were far from being 
satisfactory. In the course of an investigation on the absolute 
wave-length of light, in which he used Rutherfurd gratings, Dr. 
C. S. Peirce had made a special study of the ** ghosts," proving- 
that they were due to periodic errors in the ruling of the grating. 
There were other errors, too, owing to the lack of uniformity in 
the pitch of the screw. In the dividing engine, as designed by 
Professor Rowland, both these sources of error were avoided as 
far as possible. He invented a process for cutting a screw which 
secured one of nearly perfectly constant pitch, and which is fully 
described in his article on the ** Screw" in the Eficyclopcedia 
Britaymica. He designed a method also for so moving the nut of 
the screw independently of the motion of the screw as would 
allow any periodic error — due to irregularities at the two ends 
of the screw — to be "corrected." This first dividing engine 
was arranged so as to rule 14438 lines to an inch; but machines 
constructed later ruled 20000 and 15000 to the inch. Having a 
ruling engine now at his disposal, the idea occurred to him to 
consider the effect of ruling the lines on a curved surface instead 
of a plane one, such as had always been used in the past. He 
attacked the problem mathematically, and discovered that a grat- 
ing ruled on a spherical concave surface would have certain 
most distinctive properties: the spectrum could be maintained 
** normal" by a simple form of mounting, and always in focus 
along a certain line, without the use of lenses; the spectrum 
would be astigmatic ; dust in the slit would cause no difficulty. 
Concave gratings were immediately made and were found to 
be j)crlcctly satisfactory. When his own laboratory was sup- 
plied with the necessary gratings, others were ruled and were 
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distributed throughout the world. The immediate result was a 
most wonderful development of the science of spectroscopy 
and its applications. 

Rowland himself had two great ideas or projects in regard 
to the use of the grating; to map the solar spectrum and to 
make a careful study of the metallic spectra. He saw the 
importance of having accurate measurements of both solar and 
metallic lines so as to serve as standards for reference and as 
means for verifying various solar or stellar theories ; but the main 
reason for his interest in this prolonged investigation which 
lasted over so many years lay in the belief that by means of its 
conclusions some definite ideas might be deduced as to the 
nature of the molecules of matter. The measurement of spec- 
trum lines as such was without the slightest interest to him ; it 
was only when these measurements could be used in connection 
with some fundamental theory that thev possessed value. 
"Where is the Kepler for molecules?'' he would often say. It 
is hardly necessary to recall to the readers of this Journal what 
Professor Rowland did for the science of spectroscopy in addition 
to the invention of the concave grating: the preparation of the 
wonderful map of the solar spectrum ; the measurement of 
tables of *' standard" lines, both solar and nictalUc, the [ncasuiL- 
ment of the arc-spectra of the elements; the first theory of the 
diffraction grating which took itito account the effect of the 
shape of the groove and the cum pi etc action uf penudic errors. 

it is well to recall, too, the difficulties under which IVofu^isor 
Rowland labored whun he beL;an his .spectrum work , and ihc wav 
he overcame them. He made his concave grating and its 
mounting, but was at first obliged to confine himself to eve-mcas- 
urenients. The art of i>hotogra[jhy was in its inl;tncv. He had 
to flow^ his own plates and to learn how to sensitize them fur 
diFferent portions of the spectrum and how U> develop tlicni 
properly. This he did with great success. He further had to 
make a complete study of absorbing liquids so as to prevent the 
objectionable effects of o\'erIapping s|>ectra. 

During the past few yenrs Prnfi.;sst>r Kowhmd was interested 
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largely in the theory of alternating electric currents and in their 
application to motors, measuring instruments, and in particular to 
a multiplex printing telegraph system which achieved a most 
striking success at the Paris Exposition of 1900. 

Only a word need be said in regard to the last days of his 
life. He was ill from a nervous disorder during the months of 
January and February, but then recovered sufficiently to return 
to his duties and work at the laboratory. After a few weeks, 
however, he was again confined to his home by a trivial illness, 
when suddenly he was taken critically ill and died within twenty- 
four hours, on the morning of Tuesday, April 16. He had 
known for more than ten years that his end would come as it 
did ; and the realization of this fact was always in his mind. 
The manner in which he hid it from others and went on his life's 
way was but one of many illustrations of his self-control and 
bravery. 

Professor Rowland's services to science were recognized both 
at home and abroad, as is shown by the list of honors which 
came to him. Among the societies to which he was elected are 
these : 

FOREIGN 

The British Association for the Advancement of Science. 

The Physical Society of London. 

The Philosophical Society of Cambridge, England. 

The Royal Society of London. 

The Royal Society of Gottingen. 

The Gioenian Academy of Natural Sciences, Catania, Sicily. 

The French Physical Society. 

The French Academy of Sciences. 

The Literary and Philosophical Society of Manchester. 

The Royal Lyncean Academy, Rome. 

The Academy of Sciences, Stockholm. 

The Italian Society of Spectroscopists. 

The Royal Society of Edinburgh. 

The Society of Arts, London. 

The Royal Astronomical Society of England. 

The Royal Society of Lombardy. 

The Royal Physiographic Society of Lund. 

The Royal Academy of Sciences, Berlin. 
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AMERICAN 

The American Philosophical Society, Philadelphia. 
The American Academy of Arts and Sciences, Boston. 
The National Academy of Sciences, Washington. 
The American Physical Society — its first president. 

His academic degrees were these : 

Civil Engineer (C. E.), Rensselaer Polytechnic Institute, 1870. 
Doctor of Philosophy (hon.) (Ph.D.), Johns Hopkins University, 1880. 
Doctor of Laws (LL.D.), Yale University, 1895. 
Doctor of Laws (LL. D.), Princeton University, 1896. 

Among other distinctions may be named : 

Officer of the Legion of Honor of France. 

Rumford Medallist of the American Academy of Arts and Sciences. 
Draper Medallist of the National Academy of Sciences. 
Matteucci Medallist (Italian). 

Recipient of the prize of the Venetian Institute, for his work on the 
Mechanical Equivalent of Heat. 

Delegate from the United States government to the 

International Congress of Electricians, Paris, 1881. 

International Congress for the Determination of Electrical Units, Paris, 

1882. 
Electrical Congress, Philadelphia, 1884 — President. 
International Chamber of Delegates for the Determination of Electrical 

Units, Chicago, 1893 — President. 

Even if one takes into account the inventions and discoveries 
of Professor Rowland and his many scientific researches, it ls not 
upon these alone, or even in the main, that his reputation and 
renown rest; they are not his greatest gift to the world. Much 
more important than any of his individual pieces of work was 
his influence on his generation by his spirit, his aims, and 
through the many students and associates who came to know and 
appreciate him. It is quite impossible to estimate the effect he 
has had on all branches of science, both theoretical and practical. 
His most striking qualities of mind were clear vision, absolute 
self confidence, simplicity, generosity, moral courage. His intui- 
tive knowledge of physical laws was simply marvelous; and his 
assurance in his own judgment vv^as complete. It was largely 
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owing to these qualities that he accomplished what he did. The 
suggestions as to theoretical or experimental work which he 
offered in the course of his daily lectures were always of the 
greatest help to his students ; and his criticisms of their work or 
of that of others were even more so. He was continually inspir- 
ing his students to aim at the highest ideals, not to be satisfied 
with ordinary things. The great simplicity and truthfulness of 
his character made him beloved by every one who came near 
him. He was generous to a fault in his life as a citizen and 
always took most seriously his civic duties. 

He was interested intensely in everything pertaining to the 
improvements of his city. 

The loss to science in America, occasioned by his death, can- 
not be estimated, it can be only dimly felt. It is a personal one 
to everyone who worked with him or who knew him and even to 
those who have merely seen him. There is no one to take his 
place. 
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DETERMINATION OF THE WEDGE CONSTANT OF A 
STELLAR PHOTOMETER. 

By J. A. Parkhurst. 

In pursuance of a plan for cooperation in determining stand- 
ards for faint stellar magnitude, Professor E. C. Pickering sent 
to the Yerkes Observatory in April 1900* one of the five wedge 
photometers which he had devised for I he work. This was to 
be used with the 40'inch refractor in the measurement of the 
faintest stars included in the plan. The construction of the 
instrument is shown in Fig. i and Plate VII, and will need but 
few words in description. The tube T, carrying the ocular 0^ 
slides into the tailpiece of the telescope. At right angles to 
this is the tube C, carrying the essential parts of the photometer. 
The light from a ly^^, candle-power' incandescent lamp L shines 
through a minute hole in tlie dia[)hragm D upun a jiil-cc of 
ground glass G^ forming an artificiiil star. In contact with G is 
a piece of blue glass to render the light of the star less yellow. 
An image of this star is thrown by the projecting lens P upon a 
plate of plane-parallel glass B ^m\ reflected from both surfaces 
into the focus of the ocular O, forming at E and /'two images 
of the artificial star. Interposed in the j>ath of these rays is the 
photographic wedge IV, movable at right angles to C by the rack 
and pinion R. The short tube carrying the ground glass G is 
movable away from the diaphragm D by nieaiis ui the liead 
of the screw S, projecting through an inclined slot in the farther 
side of the tube C\ By this means tlie artificial star c^ui be 
made larger and less shar|>ly defined, tin is resenil)ling more 
closely a real star under jinur atmospheric conditions. Fina^y^ 
a pair of shade glasses at // can be moved, either buth ox singly, 
into the path of the rays. 

In photometers made on tliis princi|>le the alUimportant con- 
dition to be fulfilled is that the images of the real and artifi- 
cial stars should closely resemble each other. The range of 
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adjustment of the ground glass G was found to be insufficient to 
meet this condition with the different telescopes on which the 
photometer was to be used ; therefore the diaphragm D, origi- 
nally provided, which had a single aperture 0.17 mm in diameter^ 
was replaced with a movable diaphragm carrying three apertures^ 
o.ii, 0.20, and 0.30 mm in diameter. By choosing the most 
suitable aperture and combining with it a slight movement of 
the ground glass, it was possible to give the disk of the artificial 
star any required size and sharpness, to suit the various tele- 
scopes used, and the different atmospheric conditions. 

In order to use the photometer with a 6 J^ -inch reflector and 
a 2-inch refractor, a smaller tube was provided carrying an ocu- 
lar and a diagonal reflecting plate to replace B, After several 
trials good images of the real and artificial stars were given by 
a diagonal plate with surfaces correct to -^^ of a wave-lengthy 
furnished by Mr. O. L. Petitdidier of Chicago. 

The use of this instrument is very simple and convenient. 
The image of the star to be measured (shown at H '\w the draw- 
ing) is brought between the two images of the artificial star 
and the wedge is moved by the pinion R till the light of the 
real star is matched by E, the image formed by reflection from 
the first surface of the plate B. The position of the wedge is 
then read on a scale divided to twenty-fifths of an inch, tenths of 
a division being estimated. If now the light of a star of known 
magnitude be measured, the only unknown quantity is the "con- 
stant of the wedge," the value of one division of the scale 
expressed in magnitudes. 

The methods available for determining the wedge constant 
can be classed under two heads: (i) Measurements of standard 
stars whose magnitudes have been well fixed 1(2) measurements 
of an artificial star whose light can be reduced by a known 
amount either by {a) polarization, (^) a revolving wheel, {c) 
reduced apertures by stationary diaphragms. The last method 
can be used either with real or artificial stars. The method by 
standard stars seems to give the best results, as it has the great 
advantage that the measurements are made under precisely the 
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same conditions as in actual practice ; therefore the main depend- 
ence was placed upon it. Under (2) the reduction of apertures 
by stationary diaphragms seems to give the least reliable results, 
so was not used. As no proper polarizing photometer was avail- 
able the choice was restricted to (^), the ** wheel photometer," 
consisting of a revolving disk out of which sector-shaped open- 
ings were cut. 

MEASURES WITH THE ** WHEEL PHOTOMETER." 

This arrangement consisted of an artificial star formed in a 
manner similar to the photometer star, by a small incandescent 
lamp, diaphragm, oiled paper (found to be a good substitute for 
ground glass), and a piece of the same blue glass used with the 
photometer lamp, thus insuring stars of the same color. Half 
an inch from the blue glass was placed the •'wheel," a brass disk 
out of which were cut two opposite sectors, either of which could 
be covered by black photographic paper. The wheel was turned by 
clockwork at a speed of about forty revolutions per second. The 
wheel could be moved out of the path of the rays, giving the 
light of the wheel lamp unreduced. This position is called •* sec- 
tor off" in Tables I and II, "sector on" indicating that the light 
was cut down by the revolving wheel. The photometer was placed 
with the tube T pointing at the wheel, and the diagonal plate B 30 
inches from the wheel. The light of the wheel star was focused 
by an achromatic lens of i inch aperture, inserted in the tube T. 

Table I gives a specimen set of measures made in the fol- 
lowing order (both sectors E and F being uncovered). With 
the wheel out of the path of the rays ten settings in the first 
column were made, then the wheel was turned into the path, the 
clockwork started and the ten settings in the second column 
were made, and so on, the quantities recorded being the read- 
ings of the wedge scale. 

For the accurate values of the sector angles used in the reduc- 
ti(;ns I am indebted to the kindness of Dr. E. S. Johonnott, of 
the Rose Polytechnic Institute, Terre Haute, Ind., who measured 
the ani^ics on an excellent circular dividing engine made by the 
Socictc Gcncvoise. 
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It is evident that the ratio of the unreduced to the reduced 
light is that of 360° to the combined sector angles, in this case 
20° 42 '68, and that this ratio can Be expressed in difference of 
magnitudes by dividing its logarithm by 0.4. The reductions 
are given in detail at the foot of Table I ; the difference in scale 
readings, 24.03 divisions, corresponding to a difference of 3.1 00 
magnitudes, from which the value of one scale division, which 
is the wedge constant C, is found to be 0.1290 magnitudes. 

In Table II are collected the results of thirteen sets of meas- 
ures made with the "wheel photometer," each quantity in the 
second and third columns being the mean of ten settings of 
the wedge. Columns 4 and 5 give the difference between the 
unreduced and reduced light, expressed in scale divisions and 
magnitudes, respectively; column 6 gives the resulting value of 
dT, which, with equal weights, give the mean value 0.1283 mag, 
with a probable error of 0.0008 mag. 

TABLE I. 
SPECIMEN SET OF MEASURES WITH "WHEEL PHOTOMETER." 
1900 November 22, sectors E and F. 



Means. 



Off 


On 


0« 


On 


Off 


d 


d 


d 


d 


d 


16.0 


36.5 


139 


41 .6 


IS. 5 


16.2 


39.2 


15.2 


40.4 


17.0 


14.9 


40.7 


17.0 


40.0 


16.9 


16.3 


40.4 


16. S 


41.0 


16.8 


17. 1 


39.0 


15.9 


41.4 


17.9 


16.2 


41.2 


18.0 


41.5 


16.2 


17.2 


41.4 


15-7 


390 


15-5 


16.9 


40.8 


15.9 


41.0 


15.0 


16.5 


40.4 


17.0 


40.9 


16.8 


16.9 


39 • 5 


10.4 


413 


10.4 


16.42 


3991 


10.18 


40.81 


16.40 



Off On Sectors E and F 

d d 

Means- 16.33 40.36 Angle = 20 42.'68 

LoLT ratio " — ,— , = 1.2402 
20 4 2. OS 



LciLT ratio 
0.4 



:= A M = 3.100 



Result, A d =24.03, AM = 3.ioo, C = o.i2(;o ma^^. 
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TABLE II. 
RESUME OF MEASURES WITH ** WHEEL PHOTOMETER.' 



Sectors 


Means 


Ad 


AM 


c 


No. of 


Off 


On 


setting 


E &F 

E &F 

F 


d 
10.48 

16.33 
16.66 
14.72 
13-82 
13.67 
13.70 
13.31 
17.56 
17.89 
15-03 
14.67 
15.12 


d 
35.08 
40.36 
45.52 
43.09 
37.83 
36.38 
47.20 
36.68 
40.87 
42.29 
38.81 
43.82 
48.98 


24.60 
24.03 
28.86 

28.37 
24.01 
22.71 
33-50 
23-37 
23.31 
24.40 
23.78 
29.15 
33.86 


3.100 
3.100 
3.629 
3.629 
3.100 
3.100 
4.136 
3.100 
3.100 
3.100 

3-100 
3.629 
4.136 


M 

0.1260 
.1290 

.1257 
.1280 
.1291 
.1365 
.1235 
.1326 
.1330 
.1271 
.1304 
.1245 
0.1222 


30 
50 
15 


F 


30 


E&F 

E & F 

E 


50 
50 
50 


E & F 

E&F 

E & F 

E& F 

F 


50 
50 
50 
50 
50 


E 


50 






Mean 

P. e 










0.1283 
=b 0.0008 





CONSTANTS OF SECTORS. 



Sector 


Angle 


Log ratio ^^ 
* Angle 


Log ratio 

0.4 


E 


478 '62 

764.06 

1242.68 


1.6545 
I.I514 
1.2402 


4. 136 


F 


3.629 


E&F 


3.100 





MEASUREMENTS OF STANDARD STARS. 

Advantage was taken of Miiller and Kempf's excellent ** Deter- 
mination of the Brightness of Ninety-six Pleiades Stars,* which 
furnished a conveniently placed list of well-determined stand- 
ards. It was found by experiment that the best results were 
obtained by comparing bright stars between magnitudes 6 and 8, 
with faint ones between magnitudes 9.5 and 10.5. The stars 
used are collected in Table III, which gives the list number, 
approximate place for 1900, and magnitude; all taken from 
Miiller and Kempf's list. Table IV is a specimen set of these 
measures, made with the 6-inch reflector, and the Petitdidier 
diagonal plate. Four settings were made on a bright star and 
faint star alternately. In this case the measures began with star 

M. N., 150, 193. 
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No. 25 in M. and K.'s list, and the four settings are given in the 
first line, followed by " Mean d," the mean of the scale readings ; 
and the star's magnitude according to M. and K. The ninth column 
gives the difference between the "Mean d" for this star and the 
faint star in the following line ; the tenth column the correspond- 
ing difference in magnitude ; the eleventh the resulting value of C. 
Column 12 gives the difference in magnitude computed with 
C= o.i 334 mag. (the mean value from the Pleiades measures), and 
the last gives the difference between this and M. and K.'s AM. 
The measures of the Pleiades stars are collected in Table V, 
for which the headings of the columns are self-explanatory, 
except that the last column gives the number of nights on which 
the pairs were measured. Weighting the values of C according 
to the number of nights, gives the mean value 0.1334 mag. The 
probable error 0.0004 mag. is obtained, not from the values of C 
in this table, but from the eighty-four separate results of a single 
night's measure of the different pairs. No correction has been 
made for change in zenith distance, since the series begin and 

end with a bright star. 

TABLE III. 

MiJLLER AND KEMPF'S PLEIADES STARS USED IN DETERMINING WEDGE 

CONSTANT. 



1900 


1900 


No. 


R. A. 


Dec 


Mag. 


No. 


R. A. 


Dec. 


Mag. 




h m s 








h m s 








IV 


3 39 57 


+24' 15' 


6.17 


55 


3 41 15 


+23° 


28' 


9.57 


14 


43 I 


23 33 


6.72 


56 


42 10 


23 


50 


9.58 


15 


40 5 


24 13 


6.75 


57 


44 16 


24 


22 


9.63 


17 


44 2 


23 33 


7.10 


; 58 


40 43 


23 


48 


9.65 


v 


41 2 


24 13 


7.15 


60 


39 45 


23 


59 


9.70 


19 


41 32 


23 59 


7.18 


61 


41 13 


23 


58 


9.76 


20 


42 33 


24 3 


7.23 


64 


39 42 


24 


19 


10.00 


21 


41 22 


23 25 


7.24 


66 


41 56 


23 


38 


10.06 


22 


44 56 


23 40 


7.28 


67 


44 I 


23 


39 


10.08 


23 


41 25 


23 30 


7-31 


VIII 


43 34 


24 


20 


10.14 


25 


41 28 


23 36 


7 • 53 


71 


42 3 


23 


48 


10.20 


26 


40 30 


22 57 


7-6:i 


72 


42 29 


23 


45 


10.21 


27 


44 30 


24 12 


7.78 


73 


42 22 


23 


20 


10.29 


29 


43 59 


. ^4 3 


7.84 


74 


42 9 


23 


4 


10.31 


VI 


3 41 26 


+24 17 


7-99 


■ 75 


40 42 


23 


29 


10.35 










76 


39 39 


23 


46 


10.36 










77 


41 5 


24 


20 


10.42 










79 


3 42 22 


+ 23 


35 


10.52 
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TABLE IV. 

SPECIMEN SET OF MEASURES OF PLEIADES STARS. 

1900 Nov. 15, 23 h. Sid. T. 



With 6- inch reflector, aperture reduced to ^]/^ inches 



ZStar 


Scale readings 


Mean d 


53^ 25 


18.0 19.4 19.2 19.4 


19.00 


71 


38.6 38-0 37.5 3«.« 


3«.23 


V 


16.7 15.7 16. I 16.8 


16.33 


11 


43.0 43.2 42.8 42.8 


42.95 


VI 


20.5 21. I 21.3 21.7 


21.15 


76 


40.2 40.0 40.1 39.8 


40.03 


19 


15.3 16.2 15.0 16.8 


15. «3 


79 


41.8 41.2 39-4 41. I 


40.88 


21 


15.0 15.2 15.9 16.0 


15-53 


73 


42.0 40.4 40.6 39.3 


40.58 


23 


17.8 18.0 18.2 19.0 


18.25 


72 


37-9 39.4 3«o 38.6 


38.48 


25 


19.6 17.7 19.2 18.5 


18.75 


74 


39.8 39.7 39-9 39.9 


39.83 


20 


159 159 170 15.9 


16.18 


75 


38.0 40.9 40.0 39.0 


39.48 


21 


16.5 17.2 17.2 17.0 


16.98 


76 


38.2 41.0 39.1 39-3 


39.40 


V 


15.6 15.3 16.0 15.2 


15.53 


72 


37.0 40.2 38.0 39.3 


38.63 


43 VI 


20.0 23.0 21.6 21.7 


21.48 



M.&K. 
Mag. 



7.53 
10.20 

7.15 
10.42 

7.99 

10.36 

7.18 

10.53 

7.24 

10.29 

7-31 
10.21 

7-53 
10.31 

7.23 
10.35 

7.24 
10.36 

7.15 
10.21 

7.99 









AM 


Ad 


AM 


c 


P 
M 




M 


M 


19.23 


2.67 


0.1388 


2.57 


21.90 


3.05 


1393 


2.92 


26.62 


3.27 


1228 


3.55 


21.80 


2.43 


III5 


2.91 


18.88 


2.37 


1255 


2.52 


24.20 


3.18 


1314 


3.23 


25.05 


3-34 


1333 


3.34 


25-35 


3-28 


1294 


3.38 


25.05 


3.05 


I218 


3-34 


22.33 


2.98 


1334 


2.98 


20.23 


2.90 


1434 


3.00 


19-73 


2.68 


1358 


2.53 


21.08 


2.78 


1318 


2.81 


23.65 


3.08 


1303 


3-14 


23.30 


3.12 


1339 


3-II 


22.50 


3-II 


1382 


3.00 


22.42 


3.12 


1392 


2. 99 


23-87 


3.21 


1345 


3.18 


23.10 


3.06 


1325 


3.08 


17.05 


2.22 


0.1302 


2.27 



M. &iC- 

—P. 

M 

+0.10 

+ 13 

- 28 

- 4^ 

- 15 

- 5 
00 

- 10 

- 29 
00 

- 10 
-f- 15 

- 3 
5 
I 

II 

13 

3 

- 2 
—0.05 



+ 



TABLE V. 
MEASURES OF PLEIADES STARS. 



Pail 



V-71.. 
V-77.. 
V-VllI 

I9-V1II 

10 70. . 
ig-74 . 

19-72. . 

10 77- ■ 

20-VlII 

20 71. • 
20-72 , . 
21-7 :;. . 

21-70. . 

~y 70. . 
- 5 7 .^ • . 



Ad 



22.04 
25.4b 
23.04 
23.40 

23.40 
23.81 

22.63 
24. K) 

21 .50 
21.17 
21. 40 

23.20 

24-55 
22.0S 

20. ^> 



AM 
M.&K. 



05 
27 
90 
96 

IS 
13 
03 
24 

91 

97 

oS 

05 

28 
04 
21 
70 



M 



1348 
1285 
1299 
I261 

1360 
131 6 
1337 
1330 

1349 
1404 
13^0 
1318 

1337 
1324 
1300 
1345 



AM 
P 



M 

3-02 

3.40 
307 
3-13 

3.12 

3.18 
3.02 
3.23 

2.88 
2.82 
2.86 
309 

3.27 
3.06 
3-27 
2.74 



M.&K.- P. 


No. 


.M 

+0.03 

- .13 

- .08 

- .17 


3 

4 
4 

2 


+ .06 
- .05 
-h .01 
+ .01 


4 
4 
4 
2 


^ .03 
+ -15 
+ .12 
- .04 


2 
2 
4 
5 


+ .01 

— .02 

- .06 
+ .02 


5 
4 
4 
4 
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TABLE \.— Continued, 
MEASURES OF PLEIADES STARS. 



Pairs 



25-74.... 

25-75.... 
25-76.... 

V-76.... 
V-72.... 

19-79.... 
20-74.... 

20-75.... 
21-75.... 

21-76 

23-72.... 

23-73.... 
25-71.... 
25-72.... 
VI-72 . . . 

VI-76 . . . 
VI-77 ... 

Means 



Ad 



20.97 

20.94 
20.41 

23.87 
23.10 
25.05 
23.65 

23.30 
22.50 
22.42 
20.23 

22.33 
19.23 
19.73 
17.05 

18.88 
21.80 



AM 

M. & K. 



2.78 
2.82 
2.83 

3.21 
3.06 

3.34 
3.08 

3.12 
3." 
3-12 

2.90 

2.98 
2.67 
2.68 
2.22 

2.37 
2.43 



M 





=bo 



1327 
1349 

1388 

1345 
1325 
1333 
1303 

1339 
1382 
1392 
1434 

1334 
1388 

I35« 
1302 

1255 
1115 



1334 
0004 



AM 

p 



M 

2.80 
2.79 
2.72 

3.18 
3-o8 
3.34 
3-15 

311 
3.00 
2.99 
2.70 

2.98 
2.56 
2.63 
2.27 

2.52 
2.91 



M. & K.— P. 



M 

- .02 

+ -03 

+ .11 

4- .03 

- .02 
.00 

- .07 

4- .01 

+ .11 

+ .13 

-f- .20 

.00 

+ .11 
+ -05 

- .05 

- -15 

- .48 



No. 



TABLE VL 

PAIRS OF STARS FROM THE POTSDAM PHOTOMETRIC DURCHMUSTERUNG, 

PART I- 



Pairs 



2306-00 , 
^368-S7 , 
2430-35 - 
2439-17 - 
2415-03 ^ 
2581-78 - 
2879.77 . 
2^75-78 - 
2875^66 , 

Means 
P.e.. 



Sertiii|gis 



d 

14-13 
12 .02 

12.37 
11.74 

16.43 

\\.\Z 
JS.49 
1S.49 



d 
40 38 
40. 48 
34 47 
3^^-13 
36.28 
3^ 0^ 
^2,qJ< 



Mags, 



42 


7-73 


10 


7.64 


17 


6.62 


00 


7.02 


23 


7.04 


44 


7,2s 



.id 



-4S 



26 . 2^ 
28.46 
22.10 

24 - 39 

lr^50 
l\ .8f) 
^9 29 
i9 34 



M 

3-31 
3 '54 
2.4s 

3 02 

2.84 

2.47 
3.53 



U44 
1 ro[> 
123S 
^i45 
r4fin 
\ 1 i,u 
1302 
1236 



0.115^ 
0.0024 



d 
0,65 
.70 

'47 
M 
3Q 
.t>4 

.t*o 
0.62 d 



Table VI gives the results of measures of nine pairs of stars 
taken from the Potsdam Photonutric Durdmufstiritn^^, Part L 
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For these measures a Brashear objective of 2.1 inches aperture 
was used with the photometer in its original form. The order 
of settings was: (i) four on the bright star; (2) eight on the 
faint star; (3) four on the bright star. The table gives in the 
successive columns the P, DM, numbers of the stars of the pair, 
the mean of the settings on the bright and faint stars, their 
magnitudes, the difference in scale readings and magnitudes, the 
resulting value of C, and the mean residual of the separate 
settings from the mean of eight. 

Table VII gives the details of a single night's measures of 
six of the comparison stars for the variable 7792 SS Cygni, 



TABLE VII, 

MEASURES OF COMPARISON STARS FOR 1192 SS CVCm. 

1900 June 14, with 12-inch refractor. 













Means 








Settings 


























ISt 


ad 


R. 




d 


d 


d 


d 


d 


d 


d 


i> 


16.8 


14.2 


15.2 


16.6 


15.70 


15.17 


1. 00 


c 


24.0 


23.8 


23-5 


23.3 


23.65 


23.22 


25 


a 


26.8 


26.2 


24.7 


26.8 


26.13 


26.02 


60 


d 


32.2 


33.7 


31.9 


32.8 


32.65 


32.78 


60 


P 


}>}>'}> 


34.2 


35-0 


34.3 


34.20 


32.90 


45 


m 


37.8 


38.3 


3^9 


37.0 


38.00 


38.59 


60 


rn 


30.1 


3« ■ I 30-5 


40.0 


39.18 




«;8 


P 


30.5 


318 31. 1 


33.0 


31.60 




So 


d 


330 


32.8 , 32.6 


33.2 


32.90 




30 


a 


24. 9 


20.5 


26.4 


25.8 


25.90 




55 


c 


20.8 


23 Q 


22.5 


23.9 


22.78 




1. 13 


b 


13-4 


15. 1 15.6 


14.4 


14.63 




0.73 


Mean 




1 




i 0.64 



whose magnitudes were kindly communicated to me by Professor 
E. C. Pickering.' Four settings were made on each of the six 
stars, then these were repeated in reverse order. Column 6 
gives the mean of each set of four, column 7 the mean of the 
eight settings on each star. The method of deducing the value 
of C is given at the foot of the table. 

* For tlic positions and notation of the comparison stars see the Astrophysical 
Journal, 12, 260. 
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Table VIII collects the final results of these measures. The 

mean value 

C= 0.1300 

is obtained by weighting the separate determinations according 
to the number of settings. It would seem to be reliable within 
two or three units in the third decimal place. The last two 
columns of the table give the average residual of the separate 
settings from the mean of four, eight, or ten as the case may be. 

RESULTS. 

By comparing the mean settings and magnitudes of the 
three brighter stars, a, b, and c, with those of the three fainter 
stars, d, m, and /, we have 





d 


M 




d 


M 


b 


15.17 


8.50 


d 


32.78 


10.92 


c 


23.22 


9-39 


P 


32.90 


10.90 


a 


26.02 


9.62 


in 


38.59 


II. 17 


Means 


21.47 


9.17 


34.76 


11.00 



Ad =13.29, AM =1.83, C= 0.1377. 

TABLE VIIL 
FINAL RESULTS FOR VALUE OF THE WEDfiE CONSTANT. 





C 


No. of 


"^^ 


Wheel photometer, h . » 


M 
0.1283 

0-1j34 
0.125S 
0.1377 


.575 

13'J 

4S 


, 0008 _ 7 1 


0.09 


PUiijdei stars. . , ^. ,**..,,.,, . 

P, DM.ix^i^ 

Comparisiiii siars for SS Cy^ni. 


. 0004 

, DO24 


42 

0.64 


Weighted mean 


t>. 1300 











In conclusion 1 may say that this form of [>hotDmcter is cer- 
tainly very convenient in use, and .seems to ^^ive g^ood re^ult^. 
It has the advantage over other forms of wedge ].>hutomcters 
that the light of the real star does not pass through the wedt^e, 
thus avoiding the danger of systematic errors arising from star 
colors, 

March itjOK 



ON THE TYPES OF SUN-SPOT DISTURBANCES. 

By A. L. CoRTiE, S.J. 

As AN aid to researches connected with Sun-spots an attempt 
is made in the present paper to classify them according to some 
prevailing typical forms. Descriptions of the varying phases 
presented by a group of Sun-spots are generally and necessarily 
somewhat verbose, and one aim of the present attempt at classi- 
fication is to be able, by a succession of type numbers, to 
succinctly describe the various phases in the life-history of a 
spot-group. These classes cannot pretend to describe in 
minutest detail all the varying aspects presented in the life- 
history of a group of Sun-spots, but their most salient features 
can be succinctly represented by them. The classification 
adopted in this paper is merely tentative, and is submitted as 
such to the criticism and discussion of solar observers. It has 
been derived from a study of some 3500 drawings of Sun-spots 
secured at the Stonyhurst College Observatory during the last 
twenty years. 

Among the groups represented upon these drawings, 296 
were selected for discussion, belonging to 1 17 either greater Sun- 
spot disturbances, or disturbances in some way connected with 
these greater outbursts. By a greater disturbance is meant one 
which during any part of its life-history covered an area of -nrVir 
of the Sun's visible hemisphere. A full list of such disturbances 
is given in a paper recently read before the Royal Astronomical 
Society [Monthly Notices, Vol. LX, No. 8, May 1900). 

The Stonyhurst dravvinixs show that spots appear as scattered 
<j^ro\i{)s of small spots, as trains of spots, as composite groups 
consistiiiL,^ of three or more larger spots, as single spots of round 
and rcL^ular outline, whicli may or may not be accompanied by 
smaller companions, and as single spots of irregular outline, 
cither accompanied bv a train of smaller companions, or with 
outliers not arrani^ed in the form of a train. 
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SUN-SPOT TYPES 26 1 

The chief type, however, of which the above mentioned are 
in most, possibly in all, cases but phases, is the double spot for- 
mation, with a train of smaller spots between the two principal 
spots of the group, the whole group generally drifting into more 
or less parallelism with the solar equator. In this form the 
principal spot, which eventually becomes a normal spot of regu- 
lar outline, is generally the leading spot, but in many cases it is 
the following spot, while sometimes the preponderance in area 
alternates between the two, as the group traverses the disk. In 
yet rarer instances both the chief spots develop as regular spots. 
The following are the types which will probably be found to 
cover most cases that may arise : 

Type I. A group of one or more small scattered spots. 
Type II. The two-spot formation : 

n^. In which the leader is the principal spot. 
\\b. In which the following spot is the principal spot. 
11^. In which both spots are more or less equal. 
Type III. A train of spots : 

\\\a. With well-defined principal spots. 

II I^. Without well-defined principal spots, but consisting mostly of 
penumbral patches with shattered irregular umbra. 
Type IV". Single spots: 

[\a. A single spot of rountl and regular outline, 
I\'^, A single spot of round and regular outlint: wiih small corn- 
pan 1 on s> 
1 W« A single spot of irregular outline. 

IW, A single split of irregular ituiline with a traia of nmaller com- 
panions, 
IW. A single spot of irregular out line with h mailer cun)|janioiis 
not in a train. 
Type \'. An irregular grou]) of larger spots. 

In most cases it i^ comparativulv easy to assii^n Sun-spotb^ to 
the various types selected, but in some the line of demarcation 
is not very marked, and consequently it becomes marc difficult 
to do so. F*or instance, Ty[ie IVV approximates very often to 
II^z. Tlie order of tvjjcs has been chosen as ijidi eating the 
succession of phases thruitf^h which a normal Sun-sput disturb- 
ance generally passes. 
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The first type covers the period of the birth of a Sun-spot 
group which almost invariably appears as a few small scattered 
dots, surrounded by flecks of brilliant faculae. Whether these 
flecks of faculae precede or follow the first appearance of the 
dots, is yet an unsettled point. The weight of evidence, how- 
ever, seems to favor the first supposition. These scattered dots 
next coalesce into two principal spots, as indicated by Type II, 
the preceding spot of the couple being generally the more com- 
pact, while the following spot presents a broken appearance, 
though in many cases it may cover a larger area than its fellow. 
The space between these two spots begins to fill up with a train 
of smaller spots, the process being completed in 5 to 7 days 
after the birth of the group. This phase is represented by Type 
III. In a few days the train of spots between the two principal 
spots disappears, the process being followed in most cases by 
the disintegration of the following of the pair of principal spots. 
This leads to the stage represented by Type IV, where the group 
consists mainly of a single spot, generally of a round and regular 
outline, with the penumbra arranged symmetrically about a 
densely black central umbra. This single spot may, however, 
be of quite irregular outline — witness, the great spot of February 
1892 — and each of these subclasses, again, may or may not 
have accompanying smaller spots. In the great majority of 
cases it is the leading spot which becomes round and regular, 
and which also, during the earlier stages in the life of the group, 
fretjucntly has a very rapid forward proper motion in longitude. 
The cases in which the following spot of the group, which often 
in the earlier stages of the life-history of the group is of far 
greater area than the leader, develops into a round spot are 
comparatively rare {eg,, 1892, July 4-October 5). However, 
instances occur in which both spots become round spots {t\ g.^ 
1 88 1, October 14, December 17). The stage of a single round 
spot lasts frequently for two solar rotations, and has in one case 
(1897, April 28-August 27) been recorded during five successive 
rotations. In some cases the single spot gradually decreases in 
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size, until it becomes a mere dot, when other small spots will 
spring up around it, and the cycle of phases will be again 
repeated {e, g,^ 1886, March 29-September 15). 

During the earlier stages of the life-history of a Sun-spot 
group the faculae are intensely bright and cling closely to the 
component members of the group. As the group grows in age, 
the faculae gradually extend, until during the single spot stage 
of the group and its evanescence, they cover a very con- 
siderable area. With their greater extension they lose their 
brilliancy. Even when the spot has finally disappeared, the 
faculae may remain extended in the same region of the Sun for 
two or more rotations. In the scheme of classification submitted 
the gradual dying away of a spot is represented as a recurrence 
to Type I, especially in view of the repetition of the cycle which 
then sometimes supervenes. Irregular groups of larger spots 
have been put into a class apart, Type V. Allowing for the 
necessary imperfection of our record, on account of days when 
it was impossible to secure drawings, the prevailing types are 
IV, II and I, arranged in provisional order. It would seem, too, 
from a study of the material at hand, that the ordinary process 
of spot-formation and life-history could be represented by 
the following sequence of types: I, 11^, 11^, III^, 11^, Wd, 

One advantage of clcscribinL^ the life-lii story of a spot -group 
by means of these typc-nimibcrs is that it indicates fairly accu- 
rately the age of a spot. Thas a grou[) marked II is in the ear- 
lier stages of its life, while onu marked Ilia is, at the most, ten 
days old, while one marked IVrf is at least thirteen or fourteen 
days old. Two exam[jlcs will suffice to illustrate the application 
of these type numbers. 

The first was a spot-group seen during seven rotations, from 
1886, March 29-September 15, its mean hcliugraphic positions 
being longitude 71" and latitude — 10". 

The separate rotations are denoted by vertical lines: r, 2b, 
I, 3* I \, 2b (April 29) 2d \ 4a \ 4.?, 4^ j i, 2a \ ^c \ \ \ . The 
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second was a composite group which was born and died on the 
visible disk, and was seen from 1887, May 14-September 4, in 
mean position longitude 92, 'latitude — 8°. Its history reads 
thus: I, 2b, 3/z | 4^, 4^ | 4^, ^a \ 4a, companion 1, 2a \ i \ , In 
this case the companion group did not appear until the fourth 
rotation. 

Stonyhurst College Observatory, 
September 4, 1900. 
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ON A NEW FORM OF INTERFEROMETER.' 

By C H . Fabry and A. Perot. 

In a series of memoirs^ published by us during the last three 
years we have described various applications of fringes pro- 
duced by silvered plates. The special properties of these fringes 
will, in our opinion, render possible a notable extension of the 
already wide field comprising the applications of interference 
fringes. The applications which we have already described 
relate to the optical measurement of lengths, to the comparison 
of wave-lengths, and to spectroscopy. 

All of these experiments have been made with apparatus 
which we have constructed with no aid from the instrument- 
maker other than that required in preparing plane glass surfaces. 
These are the instruments, ordinarily of very simple construction, 
which we have described in the memoirs already referred to. 
These instruments, improvised for the occasion in order to 
avoid serious loss of time, necessarily contain various imperfec- 
tions. We have always taken care to conduct our experiments 
in such a way as to avoid the influence of these imperfections on 
the accuracy of the results. A characteristic feature of our 
methods is that the observer has constantly before his eves, in 
the very appearance of the phenomenon under observation, a 
proof that the adjustments are rigorously exact. But imperfec- 
tions of the apparatus nevertheless make the preliminary ste[)s in 

'Translated from an advance proof from Annales dc Chimie et de Physique^ com- 
municated, with additions and illustrations, by the authors. 

'**Sur les franges des lames minces ar^entees et leur aj)plicatit>n a la niesure des 
petites dpaisseurs d'air." {Ann. de CJiim. et dc Phys.^ y*-' scrie, t. XII, j). 450; iSijy.) 
** Thdorie et applications d'une nouvelle mdthode de s[)eclroscopie inlerferentielle." 
(7/^?V/., 7* sdrie, t. XVI, p. 115 ; 1899.) " Methodes interfcreiitielles j)()ur la niesure 
des grandes ^paisseurs et la comparaison des longueurs d'ondes." {/fdd., y^ serie, t. 
XVI, p. 289; 1899.) ** Sur les sources ile lumiere m()nt)cliromati(}ue." Kjuitin. de 
/*'*>'-yM 3* s^rie, t. IX, p. 369 ; 1900.) *' Klectronielre al1^(>lu pour petite.s differences 
de potentiel.'* {Ann. de Chim. et dc JViys., 7*^ serie t. Xlll, p. 404 ; iS()8.) ** Mesure 
du coefficient de viscosity de I'air." (//'/</., 7'' serie. t. XI 11, j). 275 ; 1S9S.) 

A brief r^sumd of these investigations was published in the A^i kornv^icwL 
Journal, Vol. IX, p. 87, yel)riiarv 1S9Q. 
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every investigation much more troublesome, and may even 
render impracticable an application which would be easily 
effected with a more perfect instrument. 

These considerations have led us to order from M. Jobin an 
interferometer suitable for the convenient observation of the 
phenomena of silvered plates, and consequently for the realiza- 
tion of the various applications described in our papers. This 
apparatus, which has been constructed in a most perfect manner, 
is described in the present article. 

The greater part of our applications of the interference 
phenomena of silvered films depend upon interference at great 
difference of path, produced by transmission through two plane 
surfaces, rigorously parallel, with transparent silver surface; the 
interference rings are observed by means of a telescope focused 
for parallel rays. These conditions determine the essential 
parts of the interferometer with silvered plates ; they consist 
simply of two plane surfaces, provided with all necessary means 
of adjustment for orientation and displacement. It must be 
possible to adjust their relative orientation and particularly to 
render them rigorously parallel. Their distance must be suscepti- 
ble of varying from contact up to locm ; it is very convenient to 
have this displacement effected by an exactly parallel motion in 
such a way as to preserve the parallelism of the surfaces. It 
must be possible, during this parallel displacement, to stop at 
any desired distance within a few thousandths of a micron, but 
displacements of several centimeters must not require too much 
time. This leads to the use of three different rates of adjust- 
ment : ( I ) rapid motion ; (2) motion slow enough to permit the 
fringes to be counted; (3) displacement by flexure through a 
range of a few microns, as slow and as delicate as may be 
desired. 

Similarly, there are two distinct adjustments for orientation : 
a quick motion of great amplitude for approximate adjustment, 
and a very slow motion of orientation of small range, produced 
by flexure. 

The adjustments by flexure are all obtained by the pressure 
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on pieces of steel of small rubber bags filled with water and 
connected by means of a long rubber tube to a funnel containing 
water whose height can be varied ; by changing the height a 
variable force is applied by means of the bag upon the piece of 
steel against which it presses. This arrangement has the fol- 
lowing advantages : the bag being wider than the metallic piece 
against which it presses, the tension of the rubber does not enter 




and the force depends only upon the pressure exercised by water ; 
as this is defined by the height of the funnel, there need be no 
fear of a change in the adjustment from this cause during the 
progress of the work. Moreover, the pressure may be varied 
as slowly as is desired, and with this arranii;cment absolutely 
perfect adjustments are obtained; it may be added that the pres- 
sures are produced without giving any shock to the system, 
which is indispensable in order to avoid any disarrangement. 

These are the essential elements of the instrument. Let us 
now proceed to the detailed description. 

Z, L' (Fig. l) are the two plate-carriers in which the silvered 
plates are supported ; each of these is a disk 40mm in diameter 
with projecting shoulder, by means of which it can be fastened 
in the plate-carrier without danger of distortion. The silvered 
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face is rigorously plane, the reverse only approximately so. The 
two faces are not parallel, but make with each other an angle of 
about i', to prevent interference in a single plate, which would 
interfere with the phenomenon under observation. 

The plate-carriers have the following adjustments: Z, toward 

the observer (Fig. 2), may be 
given quick motions for ori- 
entation and very small parallel 
displacements. The first of 
these motions is obtained by 
rotation about two axes, one of 
them vertical, (9, the other hori- 
zontal, 0\ as in a theodolite. 
The small parallel displacement 
is produced by bending a strong 
steel spring P (Figs. I and 2), 
attached at its middle point to 
the theodolite axis on one 
side, and to the plate-carrier 
on the other ; this spring con- 
sists of two steel bars 16 cm long by 2 cm wide and 4 mm thick, 
connected at their two extremities E and E' by means of metal 
plates. The rubber bag used to produce the displacement is 
shown in position in the cuts. A change of i cm in the height 
of the funnel produces a parallel displacement of 0.15 a*. The 
total range employed has never exceeded 20 /i. 

The plate-carrier U (Fig. i) may be given fine adjustments 
for parallelism and large parallel displacements, either rapid or 
slow. IJ is carried at the extremity of a steel shaft 7" rigidly- 
held at the other end, on which is fitted a bronze block, against 
which two rubber bags press in two directions at right angles to 
each other. A displacement of one centimeter of each of the 
corresponding funnels produces an angular displacement of of25. 
To obtain perfect parallelism it is frequently necessary to 
adjust the hei^dit of the funnels within a millimeter. 

FiiialU . larL;e parallel displacements are obtained by means 




Fig. 2. 
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of a bronze carriage on guides, / (Fig- 0» ^^ bearing surfaces 
of which are worked with great accuracy. The displacement of 
the carriage is not produced by operating directly upon it ; for 
this purpose it is placed between two shorter carriages, q, q\ 
rigidly fixed with respect to each other ; it may be moved by 
these in either direction by means of butting screws V, F', bear- 
ing on suitable points, which allow a little play, p is thus always 
free on the guides, where it rests by its own weight, and is acted 
upon when in motion only by forces parallel to the displacement, 
which produce no tendency to rock ; it is doubtless on account 
of this device that it is possible to follow the fringes even when 
the carriage is moving. The two carriages q, q\ are connected 
to a screw u whose head / (Fig. 2) is attached by a Cardan sus- 
pension, of which the nut c (Fig. i), susceptible of rotation only, 
is also carried by a Cardan suspension. Lateral strains due to 
imperfect centering are thus avoided. There can thus be trans- 
mitted to the principal carriage only such impulses as are exactly 
longitudinal. The nut e can be moved rapidly by a milled head 
b or slowly by a tangent screw a. In the latter case one turn of 
the screw corresponds to about i 5 fringes ; it is possible to count 
the fringes. 

It is very convenient to be able to (juickly determine at any 
time the distance between the two silvered surfaces within a few 
microns ; a scale divided to fifths of a millmeter is provided for 
this purpose, attached to the carriage /», and read by a micro- 
scope with micrometer eyepiece fastened to the bed of the 
apparatus. One division of the head equals i /x. The zero is 
determined by setting the two surfaces at a known and easily 
calibrated distance ; for example, that which corresponds to the 
first resolution of the two yellow lines of mercury (40/x). 

Finally, to prevent vibrations the apparatus is carried on a 
small table hanging by four rubber cords, whose points of sup- 
port are adjustable so as to permit the apparatus to be leveled. 

A solid body' whose dimensions are to be determined is sus- 
pended between the interferometer plates in such a way that its 

^ Ann, de Chim. et d€ P/iys., 7 ser., 16, 2S9. 
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faces can be made parallel to those of the silvered glass planes. 
The form of the support depends upon the dimensions of the solid 
body ; it is always such as to permit displacements in distance 
or in inclination. In certain cases, such as the measurement of 
the quartz cube employed in the determination of the kilogram, 
perfect parallelism could be obtained through flexure produced 
by the rubber bags. The apparatus itself does not include this 
support and it is not represented in the figures. 

Such, in general, is the new interferometer constructed by M. 
Jobin ; it will be seen that it is especially adapted for the obser- 
vation of interference fringes at great difference of path and for 
the applications of these phenomena. It is evident that it may 
also be employed to produce the phenomena of thin plates in 
parallel light ; it is only necessary to put the plates a short dis- 
tance apart and to give them the desired angle by means of the 
corresponding adjustments ; the distance can then be varied with- 
out changing this angle. 

It is also very easy to observe superposition fringes in white 
light, the numerous applications of which we have already 
indicated. If the fringes of thin plates" are desired the silvered 
surfaces of the interferometer are placed a short distance apart 
and upon the thin layer of air thus obtained there is projected 
the image of a staiidard film, which may be easily constructed by 
placing two surfaces of silvered glass in contact. By varying 
the path at a uniform rate by means of the tangent screw of the 
apparatus the various systems of fringes which correspond to 
the various simple ratios of the two thicknesses of air will be 
seen to appear successively. In this way at least ten systems of 
fringes in white light, easily distinguished from one another by 
their appearance, can be observed successively. 

If thick layers are to be employed* both must have parallel 
surfaces which must be capable of orientation with reference to 
each other. One of these layers will be in the interferometer 
itself; the other may be a layer of air with parallel faces at a 

* Ann. (id Chim. et de Phys., 7 sei., 12, 459- 
^ Ann. de Chim. et de P/iys., 7 ser., 16, 289. 
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Fig. 3. 



fixed distance apart. We have constructed such layers and 

named them standards of thickness} For experiment we have 

constructed in the laboratory standards of thickness varying 

from 0.25 cm to 1 2 cm. Fig. 3 represents a i cm standard made 

by M. Jobin. It consists of a steel plate A pierced by a circular 

opening in which are fastened three 

small steel screws P, the ends of which 

are carefully rounded and polished. 

Against these three curved surfaces 

plates of plane silvered glass Z, L\ 

are held by Brunner spring clamps, 

and are thus maintained at a fixed 

distance. By carefully scraping the 

steel pins the silvered plates are 

brought to perfect parallelism. Experience has shown that after 

dismounting and replacing the glass plates their parallelism is 

preserved and the thickness of the standard docs not change. 

If then a convergent beam of monochromatic light is passed 
through the standard the phenomena of thick silvered plates will 
be visible. The adjustment of the standard, begun by the observa- 
tion of multiple images, is completed by observation of the rings 
themselves. When the thickness exceeds about 20 cm the fringes 
in monochromatic light are no longer visible, and it becomes 
necessary to employ other methods which will be described later. 

For the observation of superposition phenomena this plate is 
carried by an adjustable support standing beside the interfer- 
ometer. 

The use of these superposition fringes permits the interfer- 
ometer surfaces t3 be set always at the same distance (that of 
the standard or one of its multiples or submultiples) ; this dis- 
tance will be exactly known if the standard has been measured. 
It is thus possible to graduate the scale of the interferometer by 
investigating the various intervals successively and moving 
along the scale. Conversely, the fringes j)crmit the measure- 
ment in wave-lengths of a constant standard, either by a direct 

» Comptes RenJuSy 130, 492, iqoo. 
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determination on the interferometer or by two sets of measure- 
ments if its length is too great for the first method. 

We believe that the applications of these fringes are far from 
being exhausted. They adapt themselves to the most varied 
combinations. As an example we may cite the possibility of 
measuring in a single operation the sum or difference of two 
different lengths which may or may not be capable of direct com- 
parison, or any quantity of the form pe-]-p' e* ,p and/' being small 
positive or negative integers. We shall have occasion to return 
to these various applications at some future time. In our present 
investigations the apparatus which M. Jobin has constructed in 
such perfection is proving itself to be of the greatest service. 

Fig. I, Plate IX, is a photograph of interference rings obtained 
with this apparatus, corresponding to the green mercury line 
(\=: 5460.7424) given by the mercury arc in a vacuum. The 
distance between the silvered surfaces was only 5 mm. Although 
this distance was so small the complex constitution of this radi- 
ation is clearly shown : each bright ring is accompanied by a 
fainter first interior ring, by a second interior ring, which is 
much fainter still, and finally by an exterior ring, which is double.* 
Each of these rings indicates the presence of a faint radiation 
which accompanies the principal line. 

The existence of these complex radiations has been announced 
by Michelson, but wc believe that hitherto no spectroscopic appa- 
ratus has permitted them to be seen and their position in the spec- 
trum to be fixed without any hypothesis. Our interferometer 
|)crmit.s this to be done, and thus probably constitutes the most 
powerful spectroscope hitherto constructed. The resolving power 
of this spectroscope increases with the distance between the 
silvered pkitcs, and can thus be increased as long as the fringes 
rciiKiin visible ; the finer the lines examined the further can the 
resolution be carried ; in other words, the power of the apparatus 
is in every case sufficient to show the finest details that it is 
possible to distinii^uish. 

Univkksi'iv of M \rsfii.i.ks, 
January l()Ol. 

' rnforiunatclv the delicale details of the original photograph are lost in the 

rcprDiluctiiiii.^ — Kils. 
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VARIABILITY IN LIGHT OF EROS) 

The discovery by Dr. Oppolzer that the light of Eros is variable 
suggests some photometric problems of great interest. If, as seems 
probable, we assume that the variation is due to the rotation of the 
planet, we can, from measures of its light, determine the time of rota- 
tion, and the direction in space of the axis of rotation. Owing to the 
varying position of the observer with regard to the planet, much infor- 
mation can be obtained which is impossible in the case of a variable 
star. 

Four corrections must be applied to the observations. First, for 
the velocity of light ; second, for the distance of the Sun and Earth ; 
third, for phase ; and fourth, for the direction of the axis of rotation. 
If this axis were pointed toward the observer, no variation would be 
perceptible, while the range in brightness would attain its maximum 
value when the axis was at right angles to the line of sight. Neither 
of these conditions can be fulfilled exactly, since the position of the 
axis is probably nearly fixed, and the inclination of the orbits of Eros 
and the Earth would make great changes in this angle. Let / repre- 
sent the complement of the altitude of the Earth above the equator of 
Eros, which will be equal to the angle between the axis of Eros and 
the direction of Eros as seen from the Earth. Let v denote the angle 
between the plane passing through the Earth and the axis of Eros, and 
any other plane passing through the axis of Eros, assumed as an 
origin. A most important correction depends upon v. The time of 
all the observations must be corrected by an amount equal to 7' divided 
by 360° and multiplied by the period of variation. As a first approxi- 
mation, we may assume that the axis of Eros is parallel to that of the 
Earth, and that the plane passing through the vernal equinox is taken 
as an origin. In that case, v will equal the right ascension of Eros, 
As stated above, if/ — o"^ there will be no variation in light, and the 
range will be zero. If/ = 90'', the range will attain its maximum 

^Harvard College Observatory Circular No. 58. 
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value. For intermediate values of /, we may assume that the range 
will be proportional to cos/. The changes in the range may be used 
to determine the value of /, and from it the position of the axis of 
Eros, Equations may be formed in which/ and v^ or/ alone, are the 
unknown quantities from which we may derive the approximate position 
of the axis. Besides observations at the present time, it will be neces- 
sary to determine the light curve when Eros is in several other portions 
of the sky, determining the range and also the times of maximum and 
minimum as accurately as possible. The rapid motion of Eros renders 
it difficult to compare the observations on different nights, without 
using different, and in some cases, distant comparison stars. For- 
tunately, the change in light is so rapid that consecutive observations 
of a large part of the light curve can generally be made. The opposi- 
tion of 1894 would have been particularly favorable for these studies, 
since the declination changed from + 57° to — 14° in a few months, 
and would thus have furnished large coefficients for determining the 
value of /, although, as shown below, the range seems to have been 
small at that time. 

Assuming that the variation in light of Eros is due to its rotation, 
two explanations may be offered, as in the case of variable stars of 
short period {Froc. Amer. Acad., 1881, XVI, 257). First, that Eros 
is darker on one side than on the other, as is probably the case with 
lapetiis, the outer satellite of Sa/urn,aind secondly, that it is elongated, 
or double, as has been assumed by M. Andr^ and others {Astron. 
Nach.y 155, 30). In the first case, the successive maxima would always 
have the same intensity, and would succeed each other at equal inter- 
vals which would be ec^ual to the period of revolution. The same 
would be true for the minima. In the second case, if the two bodies 
differed in diameter, the successive maxima and minima might have 
unequal intensities, and if the orbit were elliptical the intervals between 
thcui would be alternately long and short. This seems to be the case 
with Eros, and the first hypothesis seems therefore improbable. 

On the other hand, if the variation in light is caused by two similar 
bodies alternately eclipsing each other, it is difficult to see how more 
than half the light can be cut off in each case, and the minima more 
than three (juarters of a magnitude fainter than the maxima. It then 
becomes necessary to assume that the two bodies are of unequal bright- 
ness, that thev are elongated, or that we have a single body of the 
shape of a dumb-bell. Some observers have found the minima two 
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magnitudes fainter than the maxima. To account for this, we should 
be obliged to assume that one axis of the body was six times as long 
as that at right angles to it. Observations show that the light of Eros 
is continually varying, while if the case were that of a simple eclipse, 
as in the stars of the Algol type, we should expect that it would retain 
its full brightness for a large portion of the time. 

If the bodies were of the same size, and the orbit circular, it might 
be impossible, from the light curve, to distinguish between the two 
hypotheses. The fourth of the corrections mentioned above, however, 
furnishes a means of distinguishing between them in any case. If the 
body is dark on one side, the time of revolution will equal the interval 
between the successive maxima, and the correction for the position of 
the observer will be proportional to this quantity. If then the position 
changes 180°, the correction will be one half the interval between the 
successive maxima. In the second case, the time of revolution will be 
double this, that is, equal to the interval between a given maximum 
and the next but one, so that the correction for position will now be 
twice as great as before, and approximately equal to the interval 
between the successive maxima. 

Much material already exists for determining the constants men- 
tioned above. Several of the photographs of Eros taken in 1893, 1894, 
and 1896, had an exposure of an hour or more. Owing to the motion 
of Eros, it formed a trail on each of these plates, which in some cases 
show distinct variations in brightness. This was noticed when the 
plates were first examined, but was supposed to be due to changes in 
the haziness of the air. As this is an easy method of discovering the 
variability of an asteroid, it is hoped that astronomers engaged in a 
photographic search for such objects will examine carefully all trails, 
to detect any changes in intensity. An examination of forty-one 
asteroid trails photographed with the Bruce telescope, seven of them 
on a single plate, failed to show, except in one or two instances, any 
change beyond that apparently due to varying atmospheric absorption. 
Generally, more than one asteroid appeared on each plate, and in such 
cases all showed the same changes in intensity. 

The photographs of Eros taken in 1S93 and 1894 failed to show 
any marked variations in light, and it is probable that the range was, 
at that time, small. The first three photographs were taken on October 
28, 30, and 31, 1893, and included the same region, so that Eros could 
be compared with the same stars on all. On the first photograph it 
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was estimated to be 0.20 mag. fainter, and on the second 0.17 mag. 
fainter than on the third. The corresponding times, expressed in 
Julian Days and fractions following Greenwich Mean Noon, are 2,412, 
765.913, 2,412,767.846, and 2,412,768.890, respectively. The correc- 
tions mentioned above for velocity of light, and for the position of the 
Earth, have not been applied. No conclusions can be drawn from the 
plates taken on January i and 8, 1894. The plate taken on January 30, 
1894, shows that the light was nearly constant during the first 30 minutes 
of the exposure. The Bruce plate taken on February 5, 1894, shows that 
the light was nearly constant during the first 12 minutes of the expo- 
sure, diminishing by about 0.4 mag. during the remainder of the expo- 
sure. A maximum is therefore indicated at about 2,412,865.622. 

The plates taken during 1896 give more conclusive evidence of 
changes. The plate taken on April 6 showed an increase of light dur- 
ing the first part of the exposure, and indicated a probable but some- 
what uncertain maximum at 2,413,656.890. One plate was taken on 
June 4, and two on June 5. The first of these images was estimated to 
be 0.20 mag. fainter, and the third 0.83 mag. fainter than the second. 
The first also indicated a maximum at about 2,413,715.702. The times 
of the three plates were 2,413,715.694, 2,413,716.829, and 2,413,716.- 
919. A maximum is indicated by the plate taken on June 29, at about 
2,413,740.803. The Bruce plate taken on June 30, shows a probable 
increase, followed by a very marked decrease, and indicating a maxi- 
mum at 2,413,741.561. 

The photometric measures made in 1898, and described in H, C. (9. 
Circular No. 34 {As/ron. Nach, 147, 363), furnish an accurate deter- 
mination of the times of maximum, and of the range for that epoch. 

A very large number of photometric measures of Eros have been 
made since July 1900. Observations have been obtained with the 15- 
inch equatorial on 51 nights, the number of photometric settings each 
night being, in general, 32, but sometimes more. It has often been 
observed on 56 nights with the 12-inch horizontal telescope, 32 or 
more settings being made each night. Some months will be required 
to reduce these observations completely, owing to delay in adopting 
magnitudes of the comparison stars. It is hoped, however, to issue 
shortly another Circular giving the results of a preliminary discussion 
of these observations, and of those described above. 

Edward C. Pickering. 

April 24, 1901. 
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VARIATION IN LIGHT OF EROS. 

The range of variation in the light of Eros, which has been dimin- 
ishing during the spring, has now become zero. In February 1901 
it was found by European astronomers to amount to 2.0 mag. Obser- 
vations by Professor O. C. Wendell, with the Harvard Equatorial, 
showed that the range on March 12, 1901 was 1.13 mag.; on April 12 
it was 0.40 mag. and on May 6 and 7 it was imperceptible and appar- 
ently less than 0,1 magnitude. 

Edward C. Pickering. 

May 8, 1901. 



NOVA PERSE L 



It was pointed out in Astronomy and Astro- Physics, 13, 201, that all 
the phenomena connected with the spectrum of a Nova could be readily 
explained if we supposed the appearance to be caused by an outburst of 
hot gases, which cooled as they receded from the star. The approach- 
ing gases being comparatively cool on the side turned toward us would 
present a spectrum of dark lines. The receding gases being hot on 
the side toward us would give a bright line spectrum. Since the direc- 
tion of the velocity of the gases on the further side of the star in the 
line of sight was the reverse of that of the nearer gases, the latter could 
not mask the bright lines, and we should accordingly have a super- 
posed spectrum of bright and dark lines as shown. 

Perhaps the more generally accepted explanation of the phenom- 
enon presented by a Nova is that it is due to the collision of two bodies, 
solid, meteoric, or gaseous, moving in opposite directions nearly in the 
line of sight. 

There is, it appears, a crucial test of the validity of these two hypoth- 
eses, which we are now for the first time able to apply. On the latter 
theory, the relative velocity of the sources of the dark and bright lines 
must be less after the collision than while it is taking place, and while 
the Nova is at its brightest, and under no circumstances can it be much 
greater. On the former theory, on the other hand, while the gases are 
working their way through the resisting surface of the star, and heating 
it, their relative velocity will be less than after the surface has given 
way, and they are free to expand unresisted. In other words, the 
question is, was the relative velocity of the two sources at the time of 
maximum brilliancy greater or less than it was afterward ? 
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Nova Fersei is the first of these objects whose spectrum it has been 
possible to study photographically at the time of maximum brilliancy. 
The answer to our question is given very definitely by the Harvard 
Circular No. 56. It there appears that upon the night of February 
23, the maximum, the spectrum consisted of a bright band crossed by 
dark lines. Of these, the hydrogen lines were seen, on careful exami- 
nation, to be bright on the side of greater wave-length. That is to 
say, the relative velocity of the sources of the bright and dark lines 
was small. On the next night, however, they were well separated, and 
the spectrum presented the usual appearance of a Nova. At the same 
time the brilliancy of the object was appreciably reduced. 

From these facts I conclude that, as far as these observations go, 
the collision theory has been rendered untenable, and the explosion 
theory has been corroborated. 

William H. Pickering. 
Harvard Observatory, 

Cambridge, Mass., March 21, 1901. 



NOVA PERSE L FEBRUARY 28 TO APRIL 4: STONYHURST 
COLLEGE OBSERVATORY. 

The finer details of the negatives are mostly lost on the enlarge- 
ments (Plate X). But a feeble central shading of bright Hfi can be 
detected on all the dates except March 25. 

More details appear on the photograph of March 12, which is the 
best plate for definition, but is disfigured at Hy by a flaw on the film. 
The double character of the dark Klines is well seen on this enlarge- 
ment in y, 8, c, ^, and fairly well in 77. 

The variable spectrum corresponding with the three-day light- 
period is shown in the last four spectra. The photograph of the 27th 
was not very successful ; but on examination it will be found to be 
closely the same as the better photograph of the 21st. These dates are 
the days j^recedino: a minimum of the light curve. The spectrum on 
the miniinuiii of the 22d has been omitted; but it is in every detail 
the same as that of the 25th, so that the three minima are represented 
by the two photOL^raphs of the 25th and 28th, which show a remarka- 
ble extension of hrii^ht HI, nearly covering the entire space up to H-r), 
and the bright blue bands asserting their gaseous origin. 
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Photographs or thc Spectrum of Nova Persei, 1901. 
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Stonyhurst College Observatory. 
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On March 31 and April 3, supposed minima, the sky was overcast. 
On April 4 a good photograph showed the same spectrum as on 
March 27 except that Ht, was marked by a strong line of maximum 
brightness considerably to the violet side of its wave-length center. 
The star was brighter ; its continuous spectrum was stronger ; and the 
Ht^ extension absent. 

Walter Sidgreaves, S. J. 



Reviews 

Annals of the Astrophysical Observatory of the Smithsonian Institu- 
tion.^ Volume I. By S. P. Langley, Director, aided by 
C. G. Abbot. 

In the Astrophysical Journal for February 1895 a brief account 
was given of the bolometric investigations then in progress at the 
Smithsonian Institution. Since the publication of this paper impor- 
tant improvements have been made in the apparatus and in the condi- 
tions under which it is used. The effect of these changes upon the 
bolometric results has Deen marked. In fact, the experimental 
period of the research is so far past that it has become possible to 
make a long series of bolometric records of the lines in the infra-red 
solar spectrum upon a uniform system. The present volume contains 
a detailed description of the apparatus and methods employed in this 
research, together with an extensive map of the infra-red spectrum and 
a table of wave-lengths of 740 lines determined from the holographs. 

It is interesting to remember in the present connection that the 
development of an astrophysical observatory as a part of the Smith- 
sonian Institution is in harmony with the ideas regarding the purpose 
of the institution entertained by certain prominent members of 
Congress at the time of its foundation. In 1838 ex-President Adams, 
when asked by the secretary of state as to the proper disposition to be 
made of the Smithson legacy, strongly urged the establishment of a 
great astronomical observatory. For many years Mr. Adams con- 
tinued to advocate in Congress that the income of the Smithson 
fund for seven successive years should be used to found an observ- 
atory. Subsequently, in his opinion, the income should be employed 
*'to promote establishments for increasing and diffusing knowledge 
among men." The present volume of Annals is satisfactory evidence 
that, althoui^h Mr. Adam's wishes were not complied with in the 
early days of the Smithsonian Institution, an observatory has never- 
theless been established, which with very modest equipment has pro- 
duced results of the first importance. 

* Kcviewcil from advance slicets. 
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The volume opens with a brief historical statement, from which it 
appears that the work of the Observatory was begun in 1890 in a tem- 
porary shed erected immediately south of the main Smithsonian build- 
ing. From time to time various additions have been made to the 
" temporary shed," but it still continues to be the principal Observatory 
building. The needs of the ivork were reported to Congress in 1891 
by the secretary and since that time an annual appropriation has been 
made for the maintenance of the Astrophysical Observatory. The 
researches of the Observatory, which have been carried on under the 
general supervision of Secretary Langley, have been in direct continua- 
tion of his well-known investigations at Allegheny. Credit is given to 
the assistants who have been in immediate charge of the work, and 
particularly to Mr. C. G. Abbot, whose labors during the last few years 
have done much to establish the high degree of efficiency of which the 
results here recorded offer abundant evidence. 

As might have been expected in an investigation of this kind, the 
early years of the Observatory were devoted to the development of 
apparatus and methods capable of giving the desired results in spite of 
the unfavorable character of the surroundings. Anyone who has used 
the bolometer is aware of the difficulty of obtaining good results when 
a high degree of sensitiveness is required. In visual observations the 
fluctuations due to "drift" may not be serious unless the drift is very 
rapid. But in cases like the present, where the galvanometer deflections 
are photographically recorded, it becomes necessary to eliniinate the drift 
as far as this can possibly be done. For this purpose automatic con- 
trol of the heating supply was introduced in 1896, and a cooling sys- 
tem, also controlled automatically, was provided in 1897. Successive 
improvements in the bolometer case and in the temperature control 
of the various resistances in the bridge circuit have finally resulted in 
reducing the drift to a minimum. As more and more sensitive gal- 
vanometers were constructed, the difficulty of protecting these delicate 
instruments from disturbances of various kinds became greater and 
greater, particularly in view of the fact that wagons and railway cars are 
constantly passing near the Observatorv. The detailed descrij)tion of 
the apparatus finally adopted, which will jjrove of the greatest interest 
to spectroscopists, is given in a later section of the volume, and will be 
referred to more particularly below. 

Chapter i contains a short account of previous investigations of 
the infra-red spectrum. After referring briefly to the work of Herschel, 
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Lamansky, Abney, and others, Dr. Langley's early researches at Alle- 
gheny are described somewhat more fully. The solar spectrum, as 
mapped with the bolometer at Allegheny, ended near the band Q, at 
wave-length about 2/1. In 1883 Dr. Langley conducted an expedition 
to Mt. Whitney in southern California, where at an altitude of 12,000 
feet he detected for the first time an extensive region of greater wave- 
length, the detailed investigation of which forms the principal subject 
of the present volume. Chapter 11 outlines the progress of the research 
at the Smithsonian Astrophysical Observatory up to July i, 1897, by 
which time the position of 222 lines in the infra-red spectrum between 
wave-lengths 0.76/x and 5.3/x had been accurately determined. Chap- 
ter III brings us to a description of the Observatory and the apparatus 
at present employed. 

There can be no doubt that delicate bolometric work of this char- 
acter, which requires great uniformity of temperature, could be done 
to better advantage in a building of brick or stone. To obviate as far 
as possible the fluctuations in temperature, which would be especially 
troublesome in a light wooden building, the sensitive parts of the 
apparatus are placed within an interior chamber, which is maintained 
at as nearly as possible a constant temperature of 20° C. by means of 
heating and cooling coils provided with a system of automatic regula- 
on. This has proved so successful that the extreme variation within 
:he inner chamber during twenty-four hours is frequently as small as 
o?i C. 

The immediate object of the investigation is to obtain a photo- 
graphic record of the galvanometer deflections caused by the pas- 
sage of the infra-red spectrum of sunlight over a fixed bolonjeter. A 
large siderostat of the Foucault type, with plane mirror 46 cm in 
diameter, stands to the north of the building and sends a beam of 
sunlight to a slit mounted upon a pier within the Observatory. 
After passing through the slit the rays encounter a convex cylindric 
mirror from which they are reflected to a concave cylindric mirror, the 
two being so adjusted as to colli mate the beam. The parallel rays now 
fall u|)()u a rock-salt prism of about 60"" refracting angle, and are then 
reflected from a plane mirror whose silvered face forms an extension 
of the base of the prism. This prism mirror system, which was intro- 
duced at the Smithsonian Observatory by Professor F. L. O. Wadsworth, 
has the advantai^^e that after beini^^ once adjusted for minimum deviation 
it will remain in adjustment when rotated, at the same time causing 
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the spectrum to move over a fixed bolometer strip. The image is 
formed upon the bolometer by a concave mirror, and a double convex 
cylindric lens of rock salt is interposed in front of the bolometer case 
in order to reduce the height of the spectrum to that of the bolometer 
strip. It will be understood that all parts of the spectroscopic apparatus 
remain fixed, except the spectrometer table upon which the prism- 
mirror combination stands. This table is rotated at a uniform rate by 
an accurately constructed driving-clock, which also moves a photographic 
plate in a vertical direction behind a horizontal slit. In an adjoining 
room a spot of sunlight is reflected from the galvanometer mirror 
through the horizontal slit to the sensitive plate. When, through the 
rotation of the prism, a dark band in the spectrum comes into coin- 
cidence with the bolometer strip, the spot of light from the galvanom- 
eter mirror moves horizontally across the photographic plate, which 
thus records the deflection. 

The curves thus photographed accurately represent the distribu- 
tion of energy in the infra-red spectrum, except in so far as they are 
affected by changes in the battery current, passing clouds, magnetic 
or mechanical disturbances of the galvanometer needle, lack of per- 
fect synchronism in the motion of the prism and the plate, etc. The 
close agreement of bolographs of the same region of the spectrum is 
sufficient evidence that the greater part of the disturbing causes have been 
eliminated. The principal difficulty is that arising from the "drift." 
The use of a constant temperature laboratory has not proved sufficient 
to prevent drift. The regulation, as remarked above, is accurate to 
about o?i C. Fluctuations of temperature of this magnitude in vari- 
ous parts of the bridge circuit are quite great enough, however, to 
cause large deflections. In order to keep all parts of the bridge circuit at 
practically the same temperature, Mr. Abbot has designed an ingenious 
form of bolometer case which contains not only the bolometer itself 
and the coils that form the other two arms of the bridge circuit, but 
also the balancing device with which the perfect equilibrium of the 
circuit is secured. The bolometer is protected from the air by a rock- 
salt cylindric lens which clonics the front of the case. Ilie resistance 
coils, which are of platinoid wire wound in a double spiral, surround 
a tube which contains the eyepiece for viewing the bolometer from 
behind. The entire case is enclosed in a waterjacket. Balancing 
is easily effected without opening the case. 

The elimination of drift depends not only upon the constancy of 
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the battery and the uniformity of the temperature in the bolometer 
circuit but also upon the construction of the bolometer itself. Dif- 
ficulty sometimes arises from the use of very thin platinum for the 
bolometer strip. The reviewer has found that electrolytically deposited 
platinum of thicknesses ranging from 0.3/x to 0.6/ui frequently contains 
minute holes and is liable to give trouble when employed for bolom- 
eters. The experience of the Smithsonian observers has led them 
to employ rolled platinum not less than i/m thick. The only flux 
which can safely be used for soldering is resin. 

No part of the apparatus is more important than the galvanometer, 
and here marked advances have been made at the Smithsonian Obser- 
vatory. Through successive improvements the galvanometer constant 
(current required to give a deflection of i mm on a scale at im with 
a time of single swing of the needle of 10 s) has been reduced from 
2.4 X 10 "* to 2.0 X 10^ 1. In order to protect it against disturbances the 
needle system is suspended in an air-tight case and the entire galvanom- 
eter is floated upon mercury in a lead pan hung from a modified 
form of Julius suspension system. A battery of sixty storage cells 
protected from sudden temperature changes supplies the current. This 
has proved to be satisfactory, but its performance has recently been 
surpassed by that of a ten -cell Cupron battery. 

All of these parts of the apparatus are fully described, in many 
cases with working drawings, in chapter in, which also explains the 
various adjustments. Chapter iv gives the exact procedure in prepar- 
ing and comparing bolographs. An important part of the process, 
which furnishes a check on the reality of the deflections, should be 
mentioned here. After the apparatus has been set in motion and 
before the bolometer has been exposed, a run of several minutes is 
always made to determine the magnitude of accidental disturbances. 
If there were no disturbances of any kind and if the battery current 
were j)erfectly ( onstant throughout this run, it is evident that the trace 
recorded on the j)hotoi;raphic plate would be a straight line. In prac- 
tice it is found that the line is broken by numerous small deflections, 
averai^ini; about 0.4 mm. In comparing bolographs, a record of these 
accidental detlections is indispensable in deciding as to the reality of 
the less conspicuous solar lines. 

Cliapier v contains an interesting discussion of limitations of the 
nietliod and existing sources of error in the apparatus. Here may be 
found statements regarding tiie resolving power of the rock-salt prisrn. 
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the slit-width employed in practice, a discussion of the use of an 
uncoUimated beam, and an investigation of the loss of energy by dif- 
fraction with narrow slit. It is shown that with a slit-width somewhat 
less than that used (0.15 mm) the effects of diffraction would be very 
considerable. This result led to the adoption of a pair of cylindric 
mirrors in place of the spherical mirror system formerly used. In a 
discussion of resolving power it is concluded that holographic resolu- 
tion may in certain cases exceed the visual because of the bolometer's 
power of detecting differences of brightness which are inappreciable 
to the eye. Much space is then given to an investigation of errors 
arising from a variety of causes, such as shifting of the slit image due 
to temperature changes in the mirror supports, effect of temperature 
changes on the index and angles of the rock-salt prism, unsteadiness 
of galvanometer, drift, unsteadiness of the battery, irregularities in the 
motion of the plate and circle, errors of comparator observations in 
measuring holographs, lag of galvanometer record, errors due to the 
width of the slit and the bolometer strip, etc. From the entire discus- 
sion the conclusion is drawn that the probable error in a determina- 
tion of the relative angular deviation of any well-marked absorption 
line in the infra-red is less than one second of arc. In view of the dif- 
ficulties of the investigation, this result, which is often not greatly 
surpassed in visual measurements with a spectrometer, may be con- 
sidered extremely satisfactory. 

The positions of the lines measured in the infra-red solar spectrum, 
together with a table of wave-lengths expressed to the nearest tenth- 
meter, are given in chapter vi. The plates which accompany this part 
of the volume reproduce holographs of the infra-red solar spectrum 
made with a 60° rock-salt prism on various dates, together with "cylin- 
drics" and line drawings of the spectrum made from the galvanometer 
curves. As in several cases holographs of the same region taken on 
different dates are reproduced on the same plate, it is possible to make 
a comparison of the corresponding maxima in the energy curves. In 
general it may be said that the agreement of the curves is surprisingly 
close and that there is much less drift than is ordinarily encountered 
with less highly developed apparatus. 

The holographs were taken with a large rock-salt prism at the 
speed ratio i cm of plate = i ' of spectrum -— i minute of time. This 
applies to the linear spectrum shown iu Plate XX, which represents 
graphically the results given in the table of wave-lengths. I'hc map is 
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in two parts, the first extending from the limit of the visible spectrum 
to the 12 line at i.8fi. The less refrangible portion begins at O and 
extends to 5.3ft, thus including the region discovered by Dr. Langley 
on Mt. Whitney. The solar radiation below this point is not suffi- 
ciently marked to be included in this map. Some of the bolographs, 
covering limited regions of the spectrum, were taken with the greater 
dispersion of a 60° glass prism. These curves show that certain bands 
which were formerly supposed to be single lines can be resolved into 
many fine lines. This is true of the bands o», and o»,, which are now 
found to be similar to the A line, both in constitution and in variabil- 
ity with the altitude of the Sun. The reader's confidence in the identi- 
fication of the smaller deflections will be increased by the full discussion 
of the effect of various disturbances and the evident pains which have 
been taken to eliminate all possible sources of error. Such records 
must almost inevitably contain a great number of small irregularities, 
which a too sanguine observer might be inclined to consider as real 
lines. Some of the earlier publications regarding the Smithsonian 
bolographic results, as was pointed out in the article in the Astro- 
physical Journal already referred to, overestimated the number of 
solar lines actually recorded. 

The present table of wave-lengths contains 740 lines measured by 
two observers on twenty-one bolographs. Some of these bolographs 
were taken with a rock-salt prism and others, of the region A to O, 
with the glass prism. Some twenty auxiliary bolographs were used to 
check the results in special cases. Deflections smaller than 0.4 mm, 
the average accidental deflection in curves made with the bolometer 
covered, were rejected. All of the examinations and measurements of 
the bolographs were made by two observers independently, and the 
tables include only such deflections (with a few exceptions) as were 
agreed upon by both observers. 

In notes which accompany the tables the data for the various bolo- 
ii^rai)hs arc given. Tables 18 and 19 contain all the measures of each 
line made by both observers. Table 20 contains the ordinates of the 
iiiiniiua of the rock-salt bolographs, which serve to give an approxi- 
mate measure of the relative intensity of various lines. The drift 
enters here as a disturbing factor and fn some cases an error as great as 
5 iiiiii may occur. It may be noted, however, that many of the results 
contained in this table should have a far greater claim to accuracy 
than the very rough estimates of intensity which usually accompany 
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wave-length tables. In fact, the galvanometer record represents the 
spectrum in a much more satisfactory way than a photograph showing 
the lines themselves. Shadings, reversals, and other peculiarities of 
lines, which in an ordinary spectrum photograph are seen as it were in 
plan, are here shown in elevation, to the great convenience of the 
observer. 

A full statement of the method of reducing the holographs is next 
given. The most important point here is the determination of the 
wave-length. For this purpose a new investigation of the dispersion 
curve of rock salt was made with the large prism ; a full account of this 
work is given in Part II. The angular distances from the A line of 
lines of known wave-length were first determined directly. The wave- 
lengths corresponding to the measured positions of the absorption 
lines were then interpolated from a curve plotted with wave-lengths 
and corresponding distances from A as coordinates. The table of 
wave-lengths of 740 lines follows. 

Some space is given to a comparison of the holographic results 
with the solar spectrum maps of Higgs and Abney and the infra-red 
metallic lines of Snow, Lewis, and others. The detailed comparison 
with Higgs' map, in view of the much greater dispersion of the latter, 
the employment of a narrower slit, and the consequent possibility of 
photographing faint lines which are not recorded bolographically, is 
satisfactory. Wave-length differences of more than two Angstrom 
units are uncommon, and in general the agreement is closer than this. 
For some reason one of the double lines in the bolograph of the A 
series is absent, and the existence of several lines, all except one of 
which were marked doubtful in the holographs, is not confirmed. It 
is unfortunate, probably because of the small amount of work which 
has hitherto been done on the infra-red spectra of the metals, that no 
conclusions could be drawn regarding the origin of the solar lines. 

But while it has not yet been possible to determine the presence of 
metallic lines in the infra-red spectrum of the Sun, there is evidence 
that at least seven of the nine great bands are largely due to absorp- 
tion in the Earth's atmosphere. In this connection an interesting dis- 
covery has been made. In the first place there seems to be evidence 
of a seasonal change in the infra-red ahsortion, typical bologra])lis 
taken in the spring and autumn resembling each other more closely 
than a pair corresponding to sj)ring and summer, for example. These 
comparisons are very difticult to make, and some doubt may be left in 
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the reader's mind as to the reality of the change referred to. For this 
reason it is not claimed that the results given are absolute, though it 
is considered that they contain facts of interest. Irregular variations 
of absorption are more |clearly indicated. A low Sun, as Dr. Langley 
showed many years ago, produces little general diminution of energy 
in the region less refrangible than ifi, in spite of its marked effect in 
the visible spectrum ; but the present results seem to show that great 
changes in local absorption can take place during a brief time interval. 
A table giving the relative oirdinates of nearly 600 lines on plates taken 
in 1896 accompanies this discussion. It seems probable that if this 
portion of the investigation is followed up, results of value to mete- 
orology will be established. 

Part II contains an account of various subsidiary researches, the 
most important of which relates to the dispersion of rock salt and 
fluorite. This investigation deserves more extended mention than can 
be given here. The dispersion curve of rock salt on a scale adequate 
to retain the accuracy of the data accompanies the text and an inter- 
polation table for determining the wave-length for any desired devia- 
tion is also given. A comparison of different rock-salt prisms seems 
to indicate that all such prisms at the same temperature and air pressure 
have equal refractive indices. The other investigations of Part II 
include a study of the accuracy of the bolometer, measures of radia- 
tion from terrestrial sources, particularly the Welsbach burner, and 
valuable details regarding the construction by Mr. Abbot of a sensitive 
galvanometer. 

The Appendix discusses various dispersion formulae and their 
application to the infra-red spectrum, gives a determination of the 
constants for rock salt in Ketteler's formula, and concludes with a 
study of the minute structure of the absorption band, w,. 

Secretary Langley and his associates are certainly to be congratu- 
lated on the character of the first volume of the Astrophysical Observa- 
tory's Publications; with this evidence of work accomplished before 
them, members of Congress can hardly fail to see the importance of 
establishing the Smithsonian Observatory on a permanent founda- 
tion. This is especially to be desired because of the fact that the U. S. 
Naval Observatory properly devotes little or no attention to astro- 
physical research. The United States should not fail to follow the lead 
of Germany and France by establishing a national Astrophysical 
Observatory under the auspices of the Smithsonian Institution. 

G. E. H. 
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NOTES ON THE ZEEMAN EFFECT. 
By N. A. Kent. 

INTRODUCTION. 

It has been shown by H. M. Reese' that the separation of 
the external components of the regular Zeeman triplet or quad- 
ruplet, as seen perpendicular to the lines of force, does not 
vary proportionally with the strength of the magnetic field in 
which the luminous source is placed. This fact was established 
for the /AUQ lines 46S0.3S, 4722.26, and 4.S 10,71, and fur the 
three homologous cadmiuiu lines up tu a field oi about 26,000 
c. g, s. units. 

Reese also states, in referring to certain lines in the .spectrum 
of iron, that "in cumjiarintx the separation of the lines between 
39OQ and 4450 it was at once observed that the lines could be 
broken up into two classes, in each ut" which the se[ jar Hilton uf the 
various lines was of the same magnitude. These two classes are 
identical with those for which Humphreys found that the shift 
due to pressure was the same. On these plates the separation is 
very small in all casus, owing to a weak field, and no accurate 
measurements were taken of the se[iaration." 

* ASTROFilVSlCAl, JOUHNAL, 12, 120-1. ^S. ^900. 

2Sq 
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It appeared, then, to the author of the following paper to be 
a matter of no little interest to extend Reese's investigations on 
zinc, using higher field strengths, and also to make a more 
exhaustive investigation of the spectrum of iron, measuring with 
care the separations, and comparing the values so obtained with 
the shift for the various lines as given by Humphreys.^ 

The following investigation was made primarily with these 
two ends in view. From time to time, however, as subjects 
worthy of attention presented themselves, the scope of the work 
was broadened. In short, the results obtained deal with the fol- 
lowing subjects : 

1. The variation of the separation with the strength of the 
magnetic field for zinc and iron to a field of about 33,000 c.g.s. 
units. 

2. The spectrum of iron, including: (^) The relation of the 
separation to the pressure shift as given by Humphreys ; (^) a 
study of the iron lines which are affected by the magnetic field 
in an anomalous manner; [c) the laws governing the separation 
of the iron lines. 

3. The spectra of nickel and cobalt — a search for peculiari- 
ties and for a law governing the separation. 

4. The Zeeman effect along the lines of force. 

5. The extension of Preston's law for the homologous lines 
of the spectroscopic series, namely, that for these lines the 

ex|)rcssion - ^ is a constant for lines whose wave-lengths are 

given by equal values of // in the tormula 

X-' ^ ^ + Btr' + Ctr' , 

where A\ stands for the separation of the outer components of 
the Zccman tri[)let, quadruplet, etc.; \ signifies the wave-length 
of the line in question ; //, the strength of the magnetic field ; 

-'/, //, and Care constants; and ;/ is an integer, 3, 4, 5 

Tlicsc subjects will subse(]uently be discussed in the order 
L^ivcn above. 

' A>1 ROI'IIVSICAI. JOIKNAL, 6, I69-232, 1897. 
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APPARATUS. 

The grating employed was that used by Reese : Rowland 
mounting, concave, radius of curvature thirteen feet three inches, 
of 15,000 lines to the inch, fitted with the ordinary adjustable 
slit and camera-box with shutter. The first spectrum was the 
most brilliant ; the third could not be used beyond X 4600 owing 
to mechanical interference of the beam and truck at that point. 
The plates used were Seed's "Gilt Edge" and Cramer's " Iso- 
chromatic Fast," and the "Erythro" plates of the International 
Color Photo Company, all cut to i J^ by 1 1 ^^ inches. The 
light from the luminous source passed through a Nicol prism 
(or doubly refracting rhomb) when such was necessary, a total 
reflecting prism of quartz (cut with its optical axis parallel to its 
edge), a condensing lens of quartz (cut with its optical axis 
parallel to its principal axis), 2]/^ inches in diameter and of 21 
inches focal length ; and thence to the spectrometer slit. The 
total reflecting prism was necessary owing to the size of the 
magnet and the shape of the room. 

The electromagnet was that employed by Reese in his inves- 
tigations conducted during the scholastic year 1899- 1900. The 
•cores, cylinders of soft iron 78.3 cm. long by 15.1 cm. in diame- 
ter, are each fitted with two coils of about 160Q turns each^ 
formed of No. 9 H. & S. cloth-covered cop()er wire. The pole 
heads are bored to admit of viewing the luminous source along 
the lines of force if so desired ; and, being movable normally to 
the axis of the cores, are held in position by bolts sunk in the 
cores themselves. The pole tips proper, of conical form, have a 
semi-angle of 15°. As used by Reese in his work per[>endicular 
to the lines of force, these pole tips had screwed into them solid 
pieces of the same semi-angle. The flat surfaces of these latter 
had a diameter of 3.2 cm. In the following investigations these 
small terminal pieces were replaced bv a |jair whose semi-angle 
was 45° and whose diameter was but 1.5 cm. The result was about 
15 per cent, increase in field strength. The field was very uniform 
at all sizes of gap used — 3 to 7 mm.; in fact, it varied by an 
amount about equal to the error of reading of the ballistic 
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galvanometer used to measure its strength. The two coils on 
each core were connected in series, the two pairs in parallel. A 
current of thirty amperes in the main circuit and twelve amperes 
in the coils gave a field of over 33,000 c.g.s. units for a gap 
of 3 mm. 

The luminous source was a spark between metal terminals, 
which were ground flat and firmly held in the arms of an adjust- 
able device fitted with two racks and pinions. Thus was fur- 
nished an exceedingly efficient means of adjusting the spark 
gap even during exposure ; and, as a result, small terminals 
could be used and the metal fed in at any desired speed. 

Nickel wire of about i mm diameter, and small pieces of cobalt 
soldered with silver solder to brass terminals and then ground 
flat, were used for the spectra of those metals and furnished no 
trouble even in strong fields. Iron wire of about i yi mm diam- 
eter, ground flat to less than i mm thickness, was used for the 
iron s|)cctrum. To keep these highly magnetic terminals away 
from the pole tips, adjustable bracings of asbestos, wood fiber and 
brass were used ; and no difficulty was experienced in feeding in 
the metals during exposure. Zinc, cadmium and magnesium are 
handled easily. Mercury was fed from a reservoir of adjustable 
height through a rubber tube to the lower brass terminal, which 
was hollow. The upper electrode was of brass. The spectra 
of calcium and of strontium were obtained as follows : The 
chlorides of these metals were quickly ground fine in a mortar 
and put at once in test tubes in a desiccator. Copper wire of 
about 214, mm diameter was drilled to the depth of about 2 cm 
so that merely a shell remained. The salt was then packed 
tii^^htly in the tubular cavity, the end pinched and the wire 
pounded flat. The hygroscopic character of these salts is the 
objectionable feature. 

The spark used as luminous source was produced as follows : 
An alternating current of 133 cycles per second was received at 
about I 10 volts difference of potential. This was passed through 
an adjustable ini|)e(lance of closed magnetic circuit and through 
a transformer whose ratio of transformation was 1 10 to 8000, 
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From the secondary of the transformer connections were made 
to a condenser placed as near as possible to the spark gap. 
From the condenser short thick wires lead directly to the spark gap. 
The impedance could be so adjusted that the spark was either 
brilliant, excessively disruptive and **cool" (if, indeed, it be 
proper to speak of the temperature of a spark) , or less brilliant, 
more continuous and **hot,** approaching — though but to a very 
slight degree — an arc. The difference of potential at the ter- 
minals of the transformer varied from 4 to 28 volts according as 
the spark gap used was small (about i mm) or large (about 
7 mm). This gave a potential difference at the terminals of the 
secondary of from 300 to 2100 volts. The condenser was built 
of forty glass plates, of j4 inch thickness, separated by 36 
square inches of brass foil. Thus was obtained a capacity of 
about 0.014 microfarads. 

The adjustable impedance transformer and condenser were 
kindly loaned by Dr. E. F. Northrup and proved of great 
service. 

Several turns of an air-coil of about 1 5 cm diameter were 
often inserted in the discharge circuit for various reasons which 
will be touched upon later. 

The dividing engine used to measure the separation of the 
lines was that designed by Professor Rowland and used for the 
construction of his table of the solar spectrum. The error of 
the screw is far less than the error of setting on even the 
sharpest lines. 

ACCOUNT OF EXPERIMENTS. 

I. The variation of the separation ivith the strength of the magnetic 
field, — For Zinc: Table i gives the distance in Angstrom units 
between the outer components of the sharp triplet zinc 
\ 4680.38, between the means of the outer components 
of the sextuplet zinc 4722.26 (see Fig. i), and between 
the outer components of the diffuse triplet zinc 4810.71. | ^\ | 
The values of the separation given represent the mcas- y\q i 
urements on plates taken when the requisite conditions 
were obtained in two different ways : set I with a small magnetic 
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gap and the magnetizing current changed to obtain different 
strengths of field, set II with the current constant and the width 
of gap changed. This shows the uniformity of the field and the 
ease of control of the conditions. The line 4722.26 appears as a 
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// in c. g. .s. units 10.000 20,000 30,000 

Zinc lines: (a) \ 4680. 3S; (/') X 4722.26; {c) X 4810.71. 

Fl<;. 2. .SErAKATIoN AX AS A FUN(T1()N OK FlELI) STRENGTH // (TaKLE I). 

se\tuplet only with the strongest fields, otherwise as a quad- 
rLi()lct. 

The accompanying curves (Fig. 2) explain themselves. 
Reese's maximum field was 26,600 c. g. s. units. His results 
are in <j^cncral confirmed. The drop in the curve is very marked 
in the case of 4S10.71. The sharp triplet and the quadruplet 
give a curve which aj)proximatcs a straight line. 
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TABLE I. 
Zinc. AX as a function of //.' 





Intensity 2 

and 
character 




AA for giver 
SE 


values of // 




A 




T I 






8.820 


17.110 


26.060 


30.660 


4680.38 
4722.26 
4810.71 


lo r 
10 r 
10 r 


0.313 
.278 
.240 


0.646 

•57^ 
.412 


o.q6i 

.852 


1 . 106 

0.988 






SKT 


11 








6.800 


17.140 


26.630 


33 320 


4680.38 
4722.26 
4810.71 


10 r 
10 r 
10 r 


0.266 

. .238 

.... 


. 6 ^>o 
.568 
.400 


o.Qj;g 
.864 

.543 


1. 104 
1 .060 



For Iron: Tables II to IV and Figs. 3 to 5 explain them- 
selves. It will be noted that with this metal the drop appears 
to be less. The three lines, 3737.27, 3920.40, 4033.24, which as 
a result of the magnetic field appear in the spectrum as sharp 
triplets, one of small, one of medium, and one of large se|)ara- 
tion, were chosen at random ; as were also jthe two lines, 3887.18 
and 3903.09, which appear as quadruplets, and the two 3834.38 
and 4030.89, which appear as somewhat diffuse triplets — in 
each of these last sets one of larger and one of smaller se|)ara- 
tion. 3834.38 is not very diffuse, while 4030 89 is c|uite so, and 
indeed, is classed as "nebulous" in E.xner and Haschck's table. 

The curves show that the separation is not i)roportional to 
tlic field strength for strong fields — the curves arc not straight 
lines, but droop; and it is ap|)arent that the dix'ision into classes 
oT small and large droop is dependent upon the character of the 
line and not on the degree of initial separation, whether large 
or small. 

* X and AX in Angstrom units. Wave-lcn^llis as L^iven in lva\'scr and KiniLre's 
tables. // in c. g. s. units. 

* Maximum intensity — ■ 10 ; r stands for ** casih- reversed."' 
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i¥ c. g. s. units 1 0,0 JO 20,000 30,000 

Sharp Iron Triplets: {a) X 4033.24 ; [b) X 3920.40; {c) 3737.27. 

Fig. 3. — AX as a Function of Z/" (Table II). 

The plates which gave these results both in the case of zinc 
and iron, were taken in the second spectrum ; the time of expos- 
ure varied from 20 to 120 minutes; and the deviation of the 
mean in measurement was such that, in general, the values may 
be considered correct to 0.0 1 of an Angstrom unit in the case of 
zinc and to 0.007 A. U. in that of iron. 
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TABLE II. 
Iron. AX as a function of H, 



Sharp triplets.* 



Plate 


Field 


A 


Intensity 


AAs3 








(k 


>-max.j 




3«7 


1 1 . 600 


3737 27 


8 




0.0740 


3«7 


1 1 . 600 


3920.40 




5 


. 1000 


387 


I I . 600 


4033-24 




I 


.1433 


386 


19.600 


3737-27 


8 




.1203 


386 


19.600 


3920.40 




5 


.1705 


386 


19.600 


4033-24 




I 


.2425 


359 


26.460 


3737.27 


8 




.I66S 


359 


26.460 


3920.40 




5 


.2328 


359 


26.460 


4033-24 




I 


.3195 


345 


28 . 000 


3737.27 


8 




.1715 


350 


28.000 


3737-27 




5 


.1735 


345 


28.000 


3920.40 




I 


.24S8 


350 


28.000 


3920.40 


8 




.2488 


345 


28.000 


4033-24 




5 


.3460 


350 


28.000 


403 ^ 24 




I 


-3430 


355 


29.500 


3737.27 


« 




.I83S 


355 


29.500 


3920.40 




5 


.2^0S 


355 


29.500 


4033-24 




I 


-3585 


400 


33 400 


3737-27 


8 




.2025 


400 


33-400 


3920.40 




5 


.2890 


400 


33-400 


4033.24 




I 


.4018 



Mean AA, AA (A.U.) 

J 




TABLE III. 
Iron. AX as a function of H. Quadruplets. 



Plate 


Field 


.387 


1 1 . 600 


387 


11.600 


3S6 


19.600 


^86 


19.600 


359 


26.460 


359 


26.460 


345 


28.000 


345 


28.000 


350 


28.000 


355 


29.500 


355 


29.500 


400 


33-400 


400 


33.400 



Intensity 



Mean AAj. AA^A.U.) 



3887.18 

3903.09 
3887.18 

3903 09 
3887.18 

^003.00 
3S87.18 

3QO3.OO 

^00^09 

38S7.18 

VJ03.09 
3887. IS 

3903 . 09 



0.0058 
.0S03 
.1048 
-1333 
.2195 
.1703 
.2310 
■ I Q05 

. IQOO 
.2468 
.2043 

.2741 

.2258 



I 



0. 1902 



).207 

.174 
.350 

.2S8 

■475 
.388 
.4Q9 
.411 

•533 
.442 

.S03 
.488 



* Nearly ail of the iron lines are sharp. With difticulty could diffuse lines be 
found. 4030.89 is the most diffu^e of any and is marked "nebulous" in Exner and 
Haschek's table. From this table are taken also the wave-lengths and the intensity of 
the iron lines. 

'AX as measured in screw turns of divitling engine. 
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H 10,000 20,000 30,000 

Iron quadru|)lets: (a) X 3887.18; (b) X 3903.09. 

Fig. 4. -AX as a Funciion of H (Table III). 

TABLE IV. 
Iron. AX as a funciion of H. Somewhat diffuse triplets. 



Plate 



3S7 I 

v^^> I 

55 

55 I 
400 
400 I 



Field 



I 1 .t'OO 
I 1 . OGO 
lQ.f)00 
If). 000 
2U. |()0 
JO. }(»0 
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JS.OOO 
2S .000 

J 0.5 00 

:r^.4oo 

.v^-400 



40:^0.89 
4o;o.89 

40 ;o..Sg 

3^.>4-3S 

40^o.S<) 
j\o >o.h9 

3^34-. v^ 

40 ^0.89 

3^34-3^ 

40^0.80 



Intensity 

and 
Character 



2n' 



McinAA^ .AA(A.U.) 

' I 



0.0638 
.0981 



2n' 


.1562 


8 


.1495 


2n' 


.^035 


8 


. 1602 


2n» 


.2147 


2n' 


.2144 


8 


.1658 


2n* 


.2223 


8 


•1733 


2n^ 


.2420 



I J 0.2145 



0.138 

.212 
.241 

.338 
•323 
,440 
.346 

.464 

.358 
.487 
.375 
.523 



' Nebulous. 
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TABLE Va. 
Small A\. (0.28 to 0.55 A. U.) and small AP (o. 01 to 0.02 A. U.) 



AXA.U. 



{«) 



(/') 



0.6 
0.4 
0.2 



Spark' 










Arc^ 






Av2 


AP3 






c'^ 


A 


u 


55 


la 

8 


K 


3969.40 


8 


O.OI 


3969.34 


P s r 


97.525 


4 


41 


.01 


6 


97 49 


B s u 


40^0.89 


2n 


46 


.01 


6 


4030.84 


B s r 


45.985 


10 


47 


.02 


10 


45.90 


H s r 


63.755 


10 


41 


.01 


10 


63.63 


B s r 


7I.Q2 


10 


28 


.01 


10 


71.79 


B s r 


4118.725 


5 


41 


.02 


10 


411S.62 


B s u 


81.94 


7 


52 


.02 


8 


81.85 


B s u 


99.275 


8 


43 


.01 


10 


99.19 


B s u 


4219.515 


6 


46 


.01 


8 


42I<^47 


B s u 


71.93 


10 


52 


.01 


10 


71.03 


li s r 


82.60 


6 


S4 


.01 


10 


82.58 


B s u 


4308.06 


10 


48 


.01 


10 


4307.96 


B s r 


25.045 


10 1 


39 


.01 


10 


2';. 02 


B s r 


83.715 


10 


51 


.01 


10 


83.70 


B s r 


4404.945 


.0 1 


51 


.01 


10 


4404.88 


B s r 
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Somewhat diffuse iron triplets: (<i) \ ^S^|._^S; (/') \ 4030. 89. 
Fig. 5 — .AX AS a Finc iion «»i // ( Tai'.i.k I\'). 
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TABLE Vb. 
Large A\ {0.59 to 0.03 A. U.) and large A P (0.05 to 0.12 A. U.) 



Spark ' 




AA^ 


AP3 




Arc* 


C* 


A 


Is 


la 


A 


41S7.22 


7 


0.61 


0.07 


10 


4187.17 


P n u 


88.00 


7 


.60 


. 10 


10 


87.92 


P n u 


98 . 50 


6 


.59 


.08 


10 


98.42 


P nu 


4208.73 


2 


.93 


.05 


4 


4208.71 


P nu 


22.355 


4 


.77 


.09 


8 


22 . 32 


P n u 


36 . 09 5 


8 


.67 


.06 


10 


36.09 


P n u 


60.645 


10 


.68 


.10 


10 


60.64 


P n r 


Q9-43 


7r 


.63 


.10 


10 


99.42 


P n u 






.71 


.12 


10 


5573.05 


P n u 






.80 


.10 


10 


86.92 


B n r 



TABLE Vc. 
Large AX (0.60 to 0.81 A. U.) and small AP (o.oi to 0.02 A. U.) 



Sp.nrk ' 




.1A = 


.IP' 




Arc^ 


c* 


A 


h 


la 


A 




4005.405 


8 


0.60 


O.OI 


8 


4005.33 


P s r 


33.24 


I 


.75 


.01 


6 


33.16 


BrcScPnr 


4132.24 


8 


.67 


.01 


10 


4132.15 


P s r 


44.06 


7 


.60 


.01 


10 


43-96 


P n r 


4315.26 


5 


.81 


.02 


10 


4315.21 


B s u 


76.10 


4 


.65 


.02 


8 


76.04 


B s u 



TABLE Vd. 
.^ninll AX (0.41 to 0.48 A. U.) and large A P (0.08 to 0.09 A. U.) 





Spark ' 




.iA = 


AP3 

o.oS 
.09 




Arc^ 


c* 




A 


Is 


la 

10 
10 


A 


42: 


vv74 5 


6 


' 0.41 

' .48 


4233.76 
5569.67 


P n u 
B s u 









NOTES ON TABLES V a, b, c, d : 

1. Kxner and Ilaschek — Rowland's scale. Intensity and character that of 
original line. 

2. AX, in Ang>trom units, taken, with three exceptions, from Table VIL 

3. A P = approximate pressure shift in A. U. as measured by me on plates 
taken by Dr. Ilufi at pressure of abc^ut 9 atmospheres. 
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4. Kayser and Runge ; wave-lengths Rowland's scale. Intensity and character 
that of original line. 

5. Lines which appear in Humphrey's table, page 200. Astrophysical Jour- 
nal, 6, October 1897, as corrected by Ames and others (see Astrophysical Jour- 
nal, 8, 50). 

6. Character of original line and that under pressure as apparent on Dr. Huff's 
plates. 

B n r signifies : Both original line and that under pressure non symmetrical and 

reversed. 
B s r " Both original line and that under pressure symmetrical and 

reversed. 
B s u ** Both original line and that under pressure symmetrical and 

unreversed. 
Br " Both original line and that under pressure reversed. 

P s r " Line under pressure symmetrical and reversed. 

P n u " Line under pressure non-symmelrical and unreversed but very 

much broadened. Original line symmetrical and unreversed. 
P n r ** Line under pressure non-symmetrical and reversed. 

2. The spectrum of iron. 

As an introduction it may be said that nearly all the results 
given under this section were obtained from plates taken in the 
second spectrum. The time of exposure varied from 30 to 135 
minutes ; and the values of the separation given are correct to 
0.008 A. U., generally speaking. 

[a) The relation of the Zeeman effect to the pressure shift. 

As, upon a preliminary survey, Reese's statement before 
mentioned was not confirmed by measurements of the separation 
made on my plates, and, as Humphrey's table had been shown 
incorrect in several particulars (see Ames, Earhart, and Reese, 
Astrophysical Journal, 8, 50, 1898), it seemed best to go over 
Humphrey's work with care. This was rendered possible by the 
kindness of Dr. Huff, who happened to be working ui)on the 
pressure shift. He furnished me with three excellent plates 
taken (for a pressure of about 9 atmospheres) in the second 
spectrum of the 20- foot Rowland grating used bv Humphreys. 
Tables V, a, b, c, d contain the results. It is apparent that 
Reese's statement, that the lines could be broken up into two 
classes in each of which the separation, AX, was of the same 
magnitude, these two classes being identical with those for which 
Humphreys found that the shift due to pressure, AP, was the 
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same, is not verified. The statement was true of the lines on his 
plates — a mere coincidence. As appears from the tables given, 
the majority of lines obey Reese's law, 26 against 8 ; or 24 per 
cent, arc exceptions, 76 per cent, follow the rule. 

The conclusions which may be drawn from this study are 
that in general the lines for which A\ is large (i) show a large 
pressure shift and (2) as a result of pressure are broadened 

[a) Source of \\\!}\i viewed perpendicular to lines of force. 



I 



X 3587.10 


3733.46 


3743.51 


3788.02 


AX 


0.494 


0.649 


0.656 



3805.67 388^.65 355«.68 3565.54 



0.510 0.277 



{h) Source of light viewed parallel to lines of force. 



0.252 
Normal 
Triplet. 



AX 0.397 



0.486 0.310 0.341 0.515 

Field (//) = 28,000 c. g. s. units. 
Fig. 6.^ Peculiar Iron Lines. 



0.320 



excessively and rendered unsymmetrical — whether reversed or 
unreversed — -being shar[)er on the violet side and shaded toward 
the red. Again, in general, the lines which show a small AX are, 
under pressure, symmetrical whether reversed or not. The 
exceptions are clear and unmistakable. 

(/;) A study of the anomalous iron lines. 

Bccqucrel and Deslandrcs' have made quite an exhaustive 
study of those iron lines which do not appear as triplets or 
quadruplets of the ordinarv tv[)e. I have studied these lines 
with care and made some measurements upon them. The con- 
clusions reached agree with those of Becquerel and Deslandres 
in all cases save one — that of line 3888.63. 

^ Comptes Rendiis, 127, 18-24, 1808. 
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The types appearing on my plates are most easily explained 
graphically, as given in Fig. 6. Tables Via and VI b contain 
the measurements taken. 

Vertical vibrations or those perpendicular to the lines of force: 

3587.10 appears on all my plates as an indefinable band. 

3733.46 is a sharp triplet of inner component twice as strong 
as the two outer. 

3743.5 1 is a quintuplet. Of the two outermost components the 
red is the more intense. Between the two lies a band completely 
filling the gap, and this band is, on several plates, clearly marked 
by three very fine faint lines which appear to be separated by 
distances about equal to those components which are polarized 
in the other plane (see below). These three fine lines appear of 
equal intensity. The red component of the strong doublet 
appears the more intense irrespective of the field — a fact which 
proves that the asymmetry is not due to the interference uf 
another line. Note the accompanying component's asymmetry. 

3788.02 resembles 3743.51, but the two strong components 
are of equal intensity. 

3865.67 resembles 3733.46 exactly. 

3888.65 appears distinctly on several plates as two diffuse 
lines, the red being a trifle more intense. Becquercl and Des- 
landres describe this line as a characterless band instead of two 
diffuse lines. 

TABLE via.' 
Anomalous lines in the iron spectiun^. 

AX, or the separat.on of the con poi ent^ \vl ose vihrations are perpendicular to 
the lines of force. //— 28,000. 



Plate 


^ 


345 


3733.46 


350 


33. 4^5 


345 


4^-51 


350 


43.51 


345 


88.02 


345 


3865.67 


350 


65.67 


350 


88.65 



! Intensity .^A ^ Mean AA ^ I Aa (A. U.) 



6 


0.22qo / 


6 


.^^7>i S 


7 


.200^ / 


7 


•30.VS ) 


5 


. \0\1 


6 


• 2}2'. 1 


6 


.2;v); ) 


6 


.1279 



3.2284 0.494 

.3001 .649 
.650 



i}(jo .510 



'Notation used similar to that of Table II. 



304 



N. A. KENT 



TABLE VIb'. 
Anomalous lines m the iron spectrum. 

AX', or the separation of the components whose vibrations are parallel to the 
lines of force. H=2t,ooo. 



Plate 


A 


Intensity 


AAs 


Mean AA ^ 


AA (A. U.) 


351 
345 
345 
351 
345 
351 
345 
351 
345 


3587-10 
3733-46 

43-51 
88.02 
88.02 
3865-67 
65-67 
88.65 
88.65 


5 
6 

7 
5 
5 
6 
6 
6 
6 


0.1838 
.2245 
■1403 
.1598 
.1558 
.2373 
.2390 
.1490 
•I4S3 


\ 0.1578 
J .2382 
\ -1487 


0-397 
.486 
.310 

•341 
.515 
.320 



Horizontal vibrations or those parallel to the lines of force : 

3587.10 is a doublet. 

3733.46 is a doublet whose components are separated (to 
within the error of observation) by a distance equal to the sepa- 
ration, A\, of the vibrations perpendicular to lines of force. 

3743.51 is asymmetrical as noted above, the two red com- 
ponents being of equal intensity and both stronger than the 
violet component. Note that A\ = approximately 2 A\'. 

3788.02 is symmetrical but otherwise similar to 3743.51. 
Here again note that A\- - approximately 2 A\'. 

3863.67 is exactly similar to 3733.46. 

3888.65 is a sharp doublet of A\'>A\. Therefore 3888.65 
as a whole is of the form of an inverse quadruplet, A\ being 
unusually diffuse. 

With regard to asymmetry, Zeeman* has, in weak fields 
verified to some extent V^oigt's^ theory. The only one of these 
lines which is given in Zeeman's list is 3733.46. This in weak 
fields is said to show reversed asymmetry — the violet component 
is nearer the central component than is the red. Line 3743.5 I 
is not noted by Zeeman as unsymmetrical in the intensity of its 
comj)oncnts. 

' Limit of error in A\ and AX' about o.oi A. U. 

'' PrOicCi/ifiL^s /un'ii/ Ac(i,i. Set. Amsfcnf.im, 2, 298-30 1, 1900. 

^Ann. ihr P'lynk, i, 376-388, February 1900. 
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All these variations are interesting, but at present mean little. 
They merely show that the mathematical and mechanical 
theories which have been advanced in explanation are too simple 
— the complexity of separation and polarization has not yet 
been accounted for.' 

[c) The laws governing the separation of the iron lines. 
Becquerel and Deslandres have made the following statements : 

That the complexity of phenomena present in the iron spec- 
trum renders it difficult to form a law governing the separation 
of the different lines, but that the following general chracteristics 
are apparent: 

1. The separation in the ultra-violet is notably less than that 
in the blue, and the phenomenon appears a function of the wave- 
length, which increases with that variable. 

2. If a restricted region — that very rich in lines — be 
examined it appears that many anomalous separations and 
separations of very different magnitudes lie in the immediate 
neighborhood of the lines which are insensible to magnetic 
influence. If an effort is made to classify the separations as a 
function of the wave-length of the corresponding lines it is 
evident that "for the most part'* they can be put in different 
classes such that for lines of neighboring wave-length the 

separation is proportional to the numbers i, 2, 3, 4 and 

that in one and the same class the separation varies as the square 
of the wave length. 

3. Again, for the lines which are divided into fine compo- 
nents or inversely polarized, AX and AX' are for the same line, 
** exactly proportional to i, 2, 3, 4 . . . ." 

4. The distribution of the separation in the spectrum as a 
function of the wave-length shows in general a sort of periodicity. 

The first statement is approximately true. The meaning of 
the second is not at all clear. No numerical data arc given in 
their paper. The third statement is true for 3733.46, 3865.67, 
3743.51 and 3788.02. The fourth is not apjjarent from the 
measurements made on my plates. To settle this last point 

*See article by Lorentz, Proct'itdin>^s Royal A. ad. Sri., i, 340 .^50. iS()9. 
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Plates 345 and 346. 
Iron spectrum. 



TABLE VII. 

H = 28,000. 
Lines appearing as triplets. 



A* 


Intensity 


AA 


-X.o.» 


A' 


Intensity 


AA 


yyXio 


3565.54 


8r 


0.252 


198 


28.09 


7 


0.533 


345 


70.18 


8 


.326 


256 


30.43 


6 


.532 


.345 


81.36 


lor 


.359 


279 


69.40 


8 


.545 


345 


3618.92 


10 


.245 


187 


97.52 


4 


.408 


255 


31.64 


10 


.284 


216 


4005.40 


8 


.594 


370 


48.00 


9 


.291 


219 


30.89 


2n 


.464 


286 


87.55 


6 


.471 


348 


33.24 


I 


.748 


460 


3709.40 


6 


.473 


344 


45.98 


10 


.473 


289 


20.10 


8 


.393 


. 284 


63.75 


10 


.411 


249 


27.78 


6 


.478 


344 


71.92 


10 


.277 


167 


3501 


10 


.453 


325 


4118.72 


5 


.406 


240 


37.27 


8 


.371 


266 


.32.24 


8 


.674 


394 


48.41 


7 


.256 


182 


4144.06 • 


7 


.603 


351 


49.64 


10 


.432 


307 


81.94 


7 


.521 


298 


58.39 


8 


.403 


286 


87.22 


7 


.611 


348 


63.91 


7 


.328 


231 


88.00 


7 


.599 


342 


65.70 


5 


•339 


239 


98.50 


6 


.589 


334 


95.15 


6 


.508 


353 


99.27 


8 


.426 


242 


98.68 


6 


.491 


340 


4208.73 


2 


.925 


522 


99-70 


7 


.487 


338 


19.51 


6 


.458 


257 


381312 


5 


•312 


214 


22.35 


4 


.768 


431 


15-99 


9 


.382 


262 


27.60 


7 


.483 


270 


3820.57 


9 


.425 


291 


33-74 


6 


.412 


230 


24.58 


7 


.504 


345 


36.09 


8 


.673 


375 


26.04 


9 


.386 


264 


60.64 


10 


.676 


372 


27.98 


9 


.346 


236 


71.93 


10 


.524 


287 


34.38 


8 


•347 


236 


82.60 


6 


.544 


297 


40.61 


8 


.261 


177 


99.43 


7r 


.632 


342 


41.21 


8 


•273 


185 


4308.06 


10 


.480 


259 


56.51 


8 


.501 


337 


15.26 


5 


.813 


437 


60.07 


9 


-527 


354 


25.94 


10 


.390 


209 


86.41 


8 


-523 


347 


76.10 


4 


.652 


333 


95.78 


5 


.516 


340 


83-71 


10 


.514 


267 


99-84 


6 


.520 


342 


4404.94 


10 


.512 


258 


3920.40 


5 


.532 


347 


15-29 


8 


.540 


277 


23-05 


6 


-531 


345 


4528.80 


6 


.569 


277 



three plots were made by me from values of A\ for lines 3565.54 
to 4528.80 as given in Table VII. As abscissae X, and as ordi- 

nates, AA , — - , — , respectively, were plotted. No periodic 

A A 

variation of any of these three quantities with X was shown. 

' X and AX expressed in Angstrom units. Wave-lengths and intensities as given 
by Exner and Haschek. The character of the lines is sharp, r means "easily 

reversed." 



ZEEMAN EFFECT 



307 



The subject does not merit discussion. The only method 
which at the present time seems justifiable and productive of 
results is that which deals with homologous lines in the spectra 
of different elements or lines of the same series in the spectra of 
any one element. 

The following Tables VII and VIII explain themselves. One 
thing is certain. Becquerel and Deslandres are not justified in 
attempting to make a classification or formulate a law from data 
obtained with such a high field as used by them — namely, that 
of 35,000 c. g. s. units. From the curves of Figs. 3 to 5 it is 
apparent that AX does not increase proportionally with the field 
for all lines. The difference at 28,000 is considerable ; at 35,000 
it would be much greater. 



Plates 345 and 346. 
Iron Spectrum. 



TABLE VIII 

H — 28,000. 
Lines appearing as quadruplets.' 











AA 


AA 10 


^A ,0 


A 


Intensity 


AA 


AA' 


A A' 


A^ ^^° 


^Xio- 


3680.06 


5 


440 






325 




3705.73 


6 


435 


0.181 


2.4 


317 


132 


22.73 


6 


424 


.279 


1.5 


307 


200 


3872.65 


6 


424 


.315 


1.3 


283 


210 


87.18 


5 


499 


.150 


3.3 


331 


99 


3903.09 


7 


412 


.214 


1.9 


270 


141 


4202.20 


9 


494 


.218 


2.3 


280 


124 


94.32 


6 


511 


.238 


2.1 


277 


129 



Lines which are apparently unaffected : 



355«-68 



Intensity | 6 



3609.02 3767.32 3-'<50-i5 
9 1.7 6 



3. The spectra of nickel and folhilt. — A search for peculiarities 
and for a possible law connecting the separation. 

Most of the work done with nickel and cobalt was confined 
to the first spectrum, owing to lack of brilliancy in the spectra 

"Separation of inner components given as AX'. 
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of these metals. This reduced very much the chances of the 
discovery of any peculiar lines, if such indeed exist. No law 
governing the separation is evident in either of these metals, 

AX AX 

nor is any periodic variation of AX, -, or — with X apparent. 

A A 



Nickel. 



TABLE IXa.' 

Plates 314, 319. 328, and 332. 

Lines appearing as triplets. 



Plate 


Spccttum 


Field 


\ 


Intensity 
6 


AA, 


// 


- 32.800 


AA (A. U.) 
//- 32,800 


f X xo- 


314 




32,740 


3391-21 


0.0842 





.0844 


0.365 


318 


328 




32.740 
32,800 


93.10 
93.10 


7 


.0920 
.0920 




.0921 


.399 


346 


328 




32.800 


3414.90 


8 


.0938 




.0938 


.406 


348 


314 




32,740 


33.71 


7 


.0920 




.0922 


.399 


339 


314 


I 


32.740 


46.34 


8 


.0807 




.0809 


.350 


295 


314 




32.740 


52.98 


7 


.0920 




.0922 


.399 


335 


310 




32,500 


61.78 


8nr 


.0875 










314 




32.740 


61.78 




.0945 


• 


.0917 


.397 


330 


328 




32,800 


61.78 




.0920 


.1 








314 




32,740 


72.68 


7nr 


.1112 




.1114 


.482 


401 


328 




32,800 


93.10 


9 n r 


.0720 




.0720 


■311 


255 


314 




32,740 


3501.00 


6 


.0850 




.0852 


.368 


301 


314 




32.740 


14.06 


5 


•0930 




.0932 


.403 


327 


314 




32,740 


15.17 


9 n r 


.0777 


) 








328 






^2,800 


15.17 




.0715 




.0785 


•339 


275 


332 






33.400 


15.17 




.1677 


) 








332 






^2,800 
V3.400 


24.65 
24.65 


ID n r 


.0092 

.1885 


J 


.0947 


.410 


330 


328 






V,8oo 


66 . 50 


9 n r 


.0725 




.0725 


.313 


246 


314 






^2,740 


7 1 . 99 


7nr 


.0862 




.0864 


.374 


204 


314 1 I 




32,740 


3010.60 


4r 


.1112 




.1114 


.482 


371 


314 

332 


2 




32,740 
33'400 


19.52 
19.52 


10 n r 


.0915 

.1825 


i 


.0902 


.390 


298 


314 






32,740 


3769 . 5^ 


2 


. 1320 




.1322 


.572 


403 


314 






32,740 


75-71 


9 


.0972 




.0974 


.421 


296 


314 
319 






32,740 
32.500 


^S3.67 
83.07 


8 


.1262 
.I2S3 


1 


.1280 


.554 


387 


3 1 Q 


I 


32,500 
^.2.740 


3S07 . 30 
07 . 30 


8 


•1393 
.1497 


I 


.1453 


.628 


433 


3M 1 I 


32,7 |0 


58. 40 


9r 


.1085 


\ 








32s 1 I 1 


^J.Soo 


5S.40 




.10S5 


.1086 


.470 


315 


3^2 1 2 


3^400 


58.40 




.2210 








310 I 1 


^2,500 


4401.70 


9 


•1573 




.1587 


.686 


354 


310 1 I , 


V.500 


50.21 


9 


.1560 




.1574 


.681 


342 



'\ as i^'iveii in Kxnor and llaschck's (spark spectrum) and Hasselberg's (arc 
spt-ctruin) tables, \Va\ c-lcni^llis nn Rowiainl's scale. Intensities as given above are 
taken from these two tahle>. n — nebulous; r = easily reversed. 
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From the following tables, IX to XI, it will be noted that 
for nickel the separation does not increase proportionally with 

AX 

the field, else irrEi^ ^^ calculated for fields of different strength, 

would be approximately the same. This probably holds good in 
the case of cobalt also. 

In Tables IXa and XI, A\ signifies AX in terms of the divid- 
ing engine screw, AX^^ the mean separation in screw units for 
H^=^ 32,800 as calculated from the values of AX^ given for differ- 
ent fields, 32,500, 32,740, and 33,400. The calculation is 
based on the assumption that for the short intervals employed 
AX varies proportionally with H ; and double weight is given to 
measurements made on plate No. 332, which was taken in the 
second spectrum. 

TABLE IXb. 

Plate 317. // = 29, 1 00. 
Nickel. Lines appearing as triplets. 



Spectrum 


A 


.lA 


A^ 


■ lo'O 


2 
2 

2 
2 


3775-71 
83.67 

3807 . 30 
5«.40 


. 384 

• 503 

.5^4 
.422 


269 
352 

403 
2Q.) 




TAB 


LK X. 







AX 

r— — >' I05 as calculated from fields of 32,800 and 29,100 c. g. .s unii 

Nickel. 



377571 


0.0 


0. «; 


83.07 


II. 8 


12. 1 


3807.30 


13.2 


13.0 


58.40 


0.() 


10. 



// - -?g.Too 
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TABLE XI.« 

First spectrum. Plates 321, 322, 323, 324, and 329. 

Cobalt. Lines appearing as triplets. 



Plate 


Field 


A 


Intensity 


AA, 


H 


= 39,800 


AA (A. U.) 
^=32.800 


4ix.o« 


321 


32.300 


3521.70 


6r 


0.1363 





.1377 


0.595 


480 


321 


32,300 


3704-17 


6 


.1398 




.1412 


.610 


455 


329 


32,800 


3845.59 


9n 


• II58 




.1158 


.501 


339 


321 


32,500 


7325 


9n 


.1208 




.1220 


.528 


355 


324 
329 


32,200 
32,800 


94.21 
94.21 


ion r 


.0828 
.0925 


! 


.0884 


.382 


252 


324 


32,200 


3933.32 


2 


.1235 


1 


.1268 


.548 


354 


321 


32,500 


33.32 




.1265 






321 


32,500 


41.034 


5 


.1676 




.1693 


.732 


471 


323 
322 


32,200 
32,500 


41.87 
41.87 


6 


.1155 
.1150 


! 


.1169 


.505 


325 


324 


32,200 


3969.25 


5 


.1308 


) 








322 


32,500 


69.25 




.1325 


[ 


•1335 


.577 


366 


329 


32,800 


69.25 




.1332 


) 








322 


32.500 


4118.92 


9 


.1008 










321 


32,500 


18.92 




.1067 


[ 


.1055 


.456 


269 


329 


32,800 


18.92 




.1069 


) 








323 
322 


32,200 
32,500 


21.47 
21.47 


9 


.1118 
.1133 




.1142 


.492 


290 


323 


32,200 


4225.28 


3 


.1100 










324 


32,200 


25.28 




.1145 




.1167 


.505 


283 


322 


32.500 


25.28 




. 1200 


_ 








322 


32,500 


4629.515 


9 


.2210 




.2232 


.965 


450 



The nickel lines which appear unseparated are: 3423.80, 

3483.1,' 35iO-47» 3518-80, 3597.84. 

The values of A\ in Tables IX to XI are correct to at least 
0.02 A. U. 

4 . The Zccman effect along the lines of force. 
Previous investigators in examining the Zeeman effect along 
the lines of force have used a pierced magnet pole. This ren- 
dered the field non-uniform and prevented 
accurate measurement of its strength. To 
obviate this a small total reflecting prism was 
used, as shown in the adjoining cut. Two 
images appear near the spectrometer slit, one giving the spec- 
trum along the lines of force, the other perpendicular to them. 

' Sciiiic notation as table IXa. X taken from 1 1 asselberg's table (arc spectrum). 

Wave-lLMielhs on Ivowland's scale, 

-X a^ given by Liveing and Dewar. 
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The prism used was 12 mm long by 2 mm across its per- 
pendicular faces. The crystal was cut so as to have the optic 
axis parallel to one of the faces of the prism, and perpendicular 
to its edge. The prism was supported by a delicate adjustable 
framework bound to the pole-pieces of the magnet and a piece 
of fine microscopic cover glass protected it from the heat of the 
spark. Mica may be used when ultra-violet light is desired. 

The method proved a success. In one exposure during a 
period of 70 minutes, the images were alternately focused upon 
the slit and the shutter in the camera turned accordingly. The 
direct image was first used for 20 minutes ; then the shutter was 
changed and the image which had passed through the small 
prism was employed for 30 minutes ; then again the direct 
image for another 20 minutes. The two 20-minute exposures 
were thus thrown on the edges of the photographic plate, the 
30-minute one on the center. Thus would be shown any change 
of field strength, which, indeed, was a highly improbable occur- 
rence. 

Table XII shows that within the limits of error of observa- 
tion, the separation of the external plane polarized components 
of the triplet is equal to that of the circularly polarized compo- 
nents of the doublet which is expressed by the symbol AX^. 



TABLE XII. 



Zinc. 



Line 


Intensity- 
anil 
character 

10 r 
10 r 
10 r 


.^A 


Zn 4680.38 
Zn 4722.26 
Zn 4810.71 


0.703 
0.014 
0.422 



//= 18,760. 

I 



0.700 
o.()07 
0.425 



-f 0.003 
-h .007 
— .003 



5. The extension of Preston s law tJiat , ^^ is a constant for 

homologous lines of Kayscr and Rungc's spectroscopic series. 

This part of the inve.stJL^ation has jjrovcd to be one of great 
interest, and promises even better results if continued under 
slightly better conditions, notably with a grating which is bright 
in the second or third sj)ectrum. 
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The most brilliant lines, especially those of zinc and cadmium, 
and those of the best character as to symmetry and sharpness, 
have been repeatedly photographed by various investigators. 
Preston derived the law mentioned from results of experiments 
upon the zinc, cadmium, and magnesium lines whose wave- 
lengths are given approximately by putting « equal to 3 in 
Kayser and Runge's formula, 

\-' = A-^ Bn-'' + Or' , 
where A, B, and C are constants for any one element. It 
appeared of interest to investigate the homologous lines of the 
other metals occurring in the second column of Mendelejeff's 
chart — that is, of the metals mercury, calcium, strontium, and 
barium ; and also to study the separation of the lines forming* 
the first subordinate series. For barium, Kayser and Runge 
have found no series. Strontium has only the first subordinate. 
To obtain in a sharp and measurable form some of the diffuse 
and unsymmetrical lines of mercury and the diffuse though 
symmetrical lines of the first subordinate series of some of the 
members of this chemical group, is a matter of no little difficulty. 
Total failure has been the result in many cases. It has long" 
been known that self-induction in the spark circuit tends to 
sharpen diffuse lines. This method has been used and has 
proved indispensable. A better method would be the use of a 
vacuum tube. This the author intends to try if later an oppor- 
tunity offers itself. 

In the following investigation the first question was one of 
the choice of field and magnetic gap. It was advisable to use a 
large current in the magnetizing coils, for the higher the point 
chosen in the magnetization curve the less will the field vary for 
a small given change in the current. Secondly, the gap must 
be neither too large, else the field would be too weak and the 
lines of small separation would not be resolved; nor too small, 
else both the size of sj:)ark would be limited and consequently 
the exposures necessarily prolonged, and also the field would be 
so strong that the droo[) on the //-AX curve would enter to a too 
great degree. A current of 15 amperes in the coils and a gap 
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of 7 mm were chosen. This combination gave a field of about 
26,460 c. g. s. units ; much too strong, but quite necessary to 
resolve some lines, notably Zn 3282.42 and Cd 3403.74. 

By referring to Fig. 2c it will be seen that zinc 4810.71 at 
H— 26,460 shows a separation of o. 5 3 A. U., while if A\ increased 
proportionately with the field, its value would be 0.71 A. U. or 34 
per cent, greater. Lines homologous with zinc 4810.71 show a 
similar droop. ^ This explains the discrepancies between Reese's 
values (Table XV) and Preston's and mine for the three lines — 
one each in cadmium, mercury, and magnesium — which are 
homologous with zinc 4810.71. Of the other lines investi- 
gated by me, it must be said that the characters of all the 
curves are not known. To obtain the variation of AX with 
the field for all would call for more labor than time at present 
permits. 

Tables XlVa and XlVb go together, the homologous lines 
occupying homologous positions. Table XIII contains the data 
on which are based the tables following it. Certain points should 
be noted relative to some of the lines given in this table. 

Cadmium 3252.63 was diflficult to measure because of small 
intensity, but the value of the separation given is probably accu- 
rate to 5 per cent. 

Mercury 5460.97 and magnesium 5183.84 are unsymmetrical. 
The value of A\ given for each represents the distance between 
the center of the symmetrical violet component and the most 
dense portion of the red component, which latter is sharp on the 
violet edge and shades off toward the red. Zinc 4810.71 is 
somewhat similar but the asymmetry is not so marked, while 
cadmium 5086.06 shows less, but still some asymmetry. These 
four lines are homologous. 

Strontium 4832.23 is also peculiar, but here the violet com- 
ponent is shaded toward the red, while the red component is 
sy-mmetrical. Moreover, the violet component is more intense 
than the red. Strontium 4876.35 shows the same difference in 
intensity but both components are symmetrical. 

«ReESK, ASTROPHYSrCAL JOURNAL, 12, 128, 1000. 
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TABLE XIII. 
/^= 26,460. 







Intensity 




AX 


Metal 


Ai 


and 
character 


AA 


i^x-" 


Zn 


4680.38 


10 r 


0.959 


0.438 




4722.26 


10 r 


.859 


.394 




4810.71 


lOr 


.544 


.235 




3282.42 


8r 


.146 


.135 




3303.03 


8r 


.245 


.225 




3345.62 


8r 


.337 


.-aoi 


Cd 


4678.37 


lor 


.947 


.433 




4800.09 


lOr 


.890 


.386 




5086.06 


lor 


.619 


.239 




3252.63 


8bv 


.308 


,291 




3403.74 


lOr 


.152 


.131 




3467.76 


8r 


.275 


.228 




3613.04 


8r 


.391 


.299 


^g 


4046.78 


6r 


.726 


.442 




4358.56 


10 r 


.738 


.388 




5460.97 


lor 


.683 


.229 


Mr 


3838.44 


lor 


.432 


.293 




5167.55 


8r 


1. 140 


■427 




5172.87 


10 r 


1.058 


■374 




5183.84 


lOr 


0.643 


.239 


Ca 


4425.61 


lor 


.246 


.125 




4435.86 


8r 


.425 


.216 




4456.08 


8r 


.594 


.298 


Sr 


4832.23 


lOr 


.792 


.339 




4876.35 


8r 


.785 


.330 



Also approxiviaiely"^ (/. ^., to lO per cent.). 



Metal 


Ai 


Intensity 

and 
character 


AA 


AA 

^Xxo" 


Ca 


6122.46 
6102.46 


lOr 
lor 


I. SO 
1.05 


0.400 
■274 



1. Kavser and Runge's tables (arc spectrum). Wave-lengths, Rowland, r means 
** easily reversed ; " l)V stands for ** band with sharp edge toward the violet." 

2. Lines faint, and so only approximate measurements were made. 

Mai^ncsium 3838.44 is unsymmctrical in the same way as 
mercury 5460.97, but is probably correct to 0.0 1. 

The three calcium lines 6102.99, 6122.46, 6126.46, all strong 
lines visually, could not be obtained by the method used with 
other lines, although an *' P>ythro " plate of the International 
Color-Photo Company was exposed to the radiation for four 
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hours. However, by throwing upon the upper terminal of the 
spark gap a continuous and rather large jet of a saturated solu- 
tion of calcium chloride 6122.46 and 6162.46 were obtained in 
measurable form after an exposure of about 90 minutes. 

The lines of the spectroscopic series which do not appear in 
Table XIII either could not be obtained because of (i) low 
intensity or (2) their position in the spectrum (below X3300 or 
above X5800), or could not be measured because of their diffuse 
character. Self-induction in the discharge circuit improved the 
condition of some lines and removed the air spectrum, but did 
not sufficiently narrow diffuse lines in all cases. 

The values of -rj in Table XIII are correct in general to 

A 

0.0 1 A. U. Probably, however, A\ for zinc 3282.42 (also cad- 
mium 3403.74 and calcium 4425.61) is not so accurate. The 
separation is small and the measurement of such a line is made 
with difficulty. 

Table XV explains itself. Table XVI is taken from the mean 
values given in Table XV. Reese's values of A\ were obtained 
from the slope of the curves, and therefore no corrections are 

necessary in xttj- Correcting my values for // = 3, in the second 
subordinate series, by adding 3, 3 and 34 per cent, respectively ; 
and treating the values for the three sets of lines for which ;/ r= 4 
in the first subordinate series, and the one set for which w = 4 in 
the second subordinate scries in a similar manner, because they 
give //-A\ curves homologous to those given by the ;/ - 3, 
second subordinate sets;' also, raising by 16 per cent. Preston's 
mean value for the third set in ;/ := 3, second subordinate series 
(see curve Fig. 2c) we obtain the results given in Table XVI. 
This table shows: 

I. That Preston's law, that x ,r is a constant for homulo- 

K' Ji 

gous lines, established by him fur the homologous lines of zinc, 
cadmium, and magnesium gi\cn by // = 3 in the second subordi- 
nate series, appears to hold for the homo logous lines in mercury 
and cadmium. 

'This fact I have verified by exjxirimcnt upon cadiniuin ^;{>13.04 and cadmium 
4425.61. 
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TABLE XlVa. 
Lines of spectroscopic series investigated. 



Metal 


First subordinate series 


Second subordinate series 


«=4 


«=3 


« = 4 


Zn 

Cd 

^S 
Ms 
Ca 
Sr 


3282.42 
3403-74 

4832.23 


3303-03 
3467.76 

4876.35 


3345-62 
3613.04 

3838.44 


4680.38 
4678.37 
4046.78 
5167.55 


4722.26 
4^00.09 
4358.56 
5172.87 
6122.46 


4810.71 
5086.06 
5460.97 
5783.84 
6162.46 




4425.61 


4435-86 


3252.63 
4456.08 



TABLE XlVb. 
—- Xio»*^ or lines given in homologous positions in Table XI Va. 





First subordinate 


series 




Second subordinate series 




Metal 












« ^4 




« = 3 


« = 4 


Zn 


135 


225 


301 


438 


394 


235 








Cd 


131 


228 


299 


433 


386 


239 






291 


Hs 








442 


388 


229 









Ms 






293 


427 


374 


239 








Ca 










400 


274 


125 


216 


298 


Sr 


339 


330 

















2. That, within the limits of accuracy of measurement, ^jttt 

is the same for homologous lines given by « = 4 in both the sub- 
ordinate series for zinc, cadmium, mercury, magnesium, and cal- 
cium. This assumes that the lines not investigated show values 

AX 
of .TTj. which are the same as those investigated in each set — 

an assumption which is certainly not unjustifiable. 

AA 

3. That the average value of ^y — obtained from Preston's, 

Reese's, and my determinations — for the third set in «= 3, or 
\\ ( 12 + 10.7 + I I.I ) — 1 1.27, is so related to the average value 
of ;/i=4 (as given in the same table, XVI) for the homolo- 
gous sets in both subordinate series, or ^/^ (15.1 + 14. 9) = 15. 00, 

^^'""^ (aV/),, 3- (^)„ /•3"4; as 1^(1 1.27) = 3.76, while J< 



AX 



( 1 5.00) T 3.75. Thus, if we assume —^proportional to 



e 
m ' 
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where *V* is the amount of electricity carried by the particle of 
mass '*w ", we may say that the ratio of the charge to the mass 
of the particle varies directly with "w" for the third set of lines 
in the second subordinate series where **«" has either the value 
3 or 4. 



TABLE XV ». 

AA c 





First subordinate 


Second subordinate 










« = 4 


«_ 3 


H^i- 


Metal 


Calculated from 
Table XlVb 


Reese 2 


Preston 3 




Zn 

Cd 


5.1 
5.0 


8.5 
8.6 


II. 4 

II. 3 

II. I 


1 
16.5,14.9 
16.4 14.6 

i6.7|i4.7 
16. 1 14. 1 
15. 1 


8.9 
9.1 
8.7 
9.0 
10.4 


1 
17.0 15.3 

17.0I15.5 
16,7 .... 
16.7 14.9 


"•3 
10.5 
10.3 
10.5 


17. -14.8 


,s,, 






I I .0 


Mg 


....\.... 










CaS 






4.8 8.2 


II-3 


SrS 


12.8 


12.5 


















16.4 14.6 




16.9 15-2 




1 








Mean 


51 


8.6 


"•3 


8.9 


10.7 


17. 14.8 


9.5' 4« «.2 


(1.2 



1. Field 26,460. 

2. Reese's values calculated from slope of curve on // diagrams. 

3. Approximate mean value given by Preston for the homologous lines of Zr/, 
O/, and Af/^. H — 20,000. 

4. Calculated from data given hy Reese. See liis article before mentioned. 
ASTROPHYSICAL JOURNAL, 12, I29, Sept. I9OO. 

5. Excluding strontium, as it is irregular, and calcium, « = 3, the measurements 
of which are but approximate. Note that the calcium lines agree tjuite well with the 
homologous lines in Zn, Cd, Ug, and M g. 



TABLE XVI. 

— T^Xio^ , corrected values. 



First subordinate 



Second sul)ordinate 



Set 



5.2 



Tabic XI Vb 



Re 



8.8,15.1 16. Q 



I 5. Oi 12.0 16.0' 15.2 10.7 



Preston 
14.8 I I . I 4.S 8.4 14.9 



3l8 A^ A, KENT 

(The first subordinate series shows no lines for «=3. The 
value 1 5. 1 was averaged with 14.9 because of the probability of 
obtaining thus a more correct mean). 

4. That there appears to be no relation between sets I and 2, 
n=/\ and i and 2, «=3, or, taking total mean values, between 
16.9, 15.0 for «— 3 and 
5.0, 8.6 «=4. 

However, inasmuch as the wave-lengths of the three lines 
forming the spectroscopic triplet are so related to each other 
that, given that of one of them, the wave-lengths of the other 
two can be calculated, thus forming a connection between the 
members of the triplet, we would not expect that here again a 
relation would appear between the first, second, and third lines 
of the triplet in any one series, unless, indeed, it were a relation 
equivalent to that just mentioned, namely, the possibility of the 
calculation of the wave-lengths of the two lines of the triplet 
given that of any one. 

GENERAL SUMMARY. 

The most important results obtained in this investigation are 
briefly as follows : 

1. That for iron and nickel as well as zinc the Zeeman effect 
is not proportional to the field strength for high values of the 
latter. 

2. That the divisions of large and small pressure shift in the 
case of iron are not absolutely the same as those of large and 
small Zeeman separation. Of 34 lines investigated, 26, or about 
76 per cent., show both large pressure shift and large separation, 
or small pressure shift and small separation ; while 8, or 24 per 
cent., show either small pressure shift and large separation, or 
large pressure shift and small separation. 

3. That there is apparently no simple law connecting the 
separation of the various lines in either iron, nickel, or cobalt. 

4. [a) That Preston's law, —jy — constant, holds for the 

homologous lines given by fi-^i for mercury and calcium as well 
as zinc, cadmium, and magnesium, [b) That Preston's law also 
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holds for the homologous lines given by « = 4 in both the sub- 
ordinate series of zinc, cadmium, magnesium, and calcium, {c) 
That the ratio of the charge carried to the mass of the particle 
carrying it varies directly as **«'* for the third set of lines in the 
second subordinate series, when **«" has the value either 3 or 4. 
This, of course, assumes that the ratio of charge to mass varies 

AX 
directly as tz^ . 

In this investigation the author was assisted at various times 
by Messrs. J. H. Moore, J. E. Routh, R. E. Loving, G. W. 
Middlekaufif, J. T. Barrett, and W. J. Crist. 

In conclusion I wish to acknowledge the debt I owe to 
Professors H. A. Rowland and J. S. Ames for their valuable 
advice and encouragement. 

Physical Laboratory, 

Johns Hopkins University, 

June 1 90 1. 



ON THE MOTION OF a PERSE/ IN THE LINE OF 

SIGHT.^ 

By H. C. VoGEL. 

In Monthly Notices, Vol. LXI, No. i, Mr. Nevvall, of Cam- 
bridge, England, calls attention to the fact that the velocity of 
a Persei in the line of sight, as deduced from observations on 
eleven evenings in September and October 1900, and three 
evenings in October 1899, varies from —4 km to +8 km, and he 
suspects a period of variability of 4.2 or 16.8 days. Since the 
Cambridge weather conditions in winter do not admit of con- 
tinuous observations, Mr. Newall requests that the motion of the 
star be observed elsewhere. His observations were made with a 
new four-prism spectrograph of powerful dispersion attached to 
his large refractor of 63 cm aperture. 

According to the data given on p. 12 of the above mentioned 
article, a difference in wave-length of 0.6 mm on the spectro- 
grams obtained last year corresponds to a linear distance of 
I mm, and a displacement of this amount to a velocity of 400 
km. Nothing more definite is said as to the line to which these 
values refer; it is, however, clear from the above that the scale 
of the plates is very considerable, and about double that of the 
Mills spcctrogra})h of the Lick Observatory or of the new spec- 
trograph for the great Potsdam refractor.' 

In view of our unfavorable conditions at Potsdam as regards 
steadiness of air, which of late years have been quite unusual, I 
had early arrived at the conclusion that spectrographic work 
with the large refractor would make but slow progress under 
further continuance of such state of air. Accordingly, toward 
the chxse of the year 1899 I designed a spectrograph for our 
excellent photograjjhic short-focus refractor of 32 cm aperture 
and 3.44m focal length, which was constructed by Toepfer of 
Potsdam and completed in the spring of 1900. In the course of 

' Tianvliited from author's proofs { xim\ Sitziingsbcrichte der k. Akad. zu Berlin, 

Se^^i()n (tf Jan. 17, kjoi. 

^Sec my summary in AsTRni'iivsiCAl. JoTRNAL, 11, 399, 1900. 
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the summer it was subjected to an exceedingly thorough investi- 
gation and carefully corrected by Dr. Eberhard according to the 
method given by Dr. Hartmann.' 

The triple collimator objective has a focal length of 30 cm; 
the camera objective, which is also triple, a focal length of 35 cm. 
The three prisms give a spectrum which is measurable and uni- 
formly sharp between X4120 and \ 4420, the extent of this sec- 
tion of spectrum being 20 mm. At the center (X4250) a linear 
displacement of 0.25 mm (i rev. of the screw of the measuring 
machine) corresponds to a motion of 261 km ; at H^ (\4340) 
the same displacement corresponds to 291 km. The instrument 
gives only about two fifths of the linear extent of Newall's appa- 
ratus. The spectrograph is enclosed in a case which is provided 
with means for maintaining the temperature constant to within 
o?iC. 

With this instrument Dr. Eberhard made photographs of the 
spectrum of aPersei on six nights (1900, Nov. 3, 5, 6, 8, 9, and 
15), and four of these plates (Nov. 3, 5, 6, and 9) I measured in 
order to test the utility and efficiency of the apparatus for its 
proper purpose, as it had previously been investigated almost 
wholly in the laboratory. The spectra were good, and the 
measures of the four plates gave no deviations which would have 
allowed us to infer variations of motion of more than 2km. 
The observations were, however, affected with one error which 
had its cause in a slight mechanical imperfection in the instru- 
ment that could not be observed in the laboratory investigations. 
After the correction of this defect and a further test of the appa- 
ratus by Dr. Eberhard, I regarded the instrument suitable to 
continue the observations by Newall, which had been published 
in the meantime. 

The first two photographs in the list given below were made 
by Dr. Eberhard ; the others by Dr. Ludcndorff. The measure- 
ment of the spectrograms I undertook myself ; it consists solely 
in the determination of the differences between the lines of the 
Fe spectrum and the corresponding lines of the star spectrum, 

^ Ziitschrift fiir Instrume7iUnkundc\ 1900 ; AsTKoriiYsiCAL Journal, h, 400 ; 
12, 30. 1900. 
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and the number of lines compared in the several spectra varies 
from 14 to 21. Although the spectrum of the star is to be 
classed among those with few lines, since, strictly speaking, it 
does not belong to spectral class I la, but forms the transition 
from class lag to Ila, still 140 to 150 lines upon the better 
photographs are to be counted between X4119 and X4415; 
most of these lines, moreover, are extraordinarily sharp, owing 
to the fact that the slit width in the photographs of aPersei 
amounted to but 0.0 1 5 mm. Consequently, the spectra admits of 
a far more rigorous treatment than I at first undertook at this 
point. The final results, therefore, may still receive slight 
changes, which, indeed, would arise on measuring the displace- 
ment of the same lines in reference to the comparison spectrum 
in the reversed position of the spectrogram under the micro- 
scope. My measurements have been in but one direction, that 
in which increasing readings upon the screw of the measuring 
instrument correspond to greater wave-lengths. The changes 
mentioned have, however, no significance as regards the proof of 
a possible variation in the velocity, of the amount mentioned at 
the beginning of this article, and the observations are accord- 
ingly to be regarded as provisional only so far as the absolute 
amount of the star's motion in the line of sight is concerned. 

OBSERVATIONS OF a PERSEI. 
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The spectrograms are almost without exception to be 
described as very good. In plate 417, however, the star spectrum 
is rather weak, and hence the measures are slightly less accu- 
rate. Morever, in plate 420 the Fe spectrum, and in plate 422 
both the star and the Fe spectra are somewhat weak. In plate 
426 the star lines are rather broad. 

The preceding observations furnish no confirmation of New- 
all's results, since the largest deviations of the values obtained 
for the several evenings from the mean value are but —1.6 km 
and +1.7 km — deviations which may permissibly occur with the 
degree of accuracy attained in these observations. The probable 
error of a determination of the displacement between a line in 
the star and a line in the comparison spectrum varies between 
±: 1.2 km and ±2.2 km for the different plates. Consequently 
the probable error of the mean value obtained from the meas- 
ures of a plate would amount to from iii0.3km to ±0.6 km. 
Experience shows it to be somewhat larger, and in the above 
case, as derived from the deviations of the values of the several 
plates, it amounts to ±0.69 km. 

As I have already said, my results for the absolute value of 
the velocity of a Persei in the line of sight are as yet not to be 
considered definitive. Their close agreement with Campbell's 
observations, viz , 
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II 
12 
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19 


1898 


July 


12 



— 2.0 km 

— 1.8 

-3.5 

— 2.1 



— 2.4 km 

is, however, worthy of note, and may well vouch for the invari- 
ability of the star's motion within narrow limits. 



THE SPECTROSCOPIC BINARY MIZAR,' 

By H. C. VOGEL. 

Shortly before 1890 photographic plates of the spectrum of 
Mizar [a Ursae Majoris) obtained at the Harvard College 
Observatory showed the brighter component of this well-known 
double star to be itself a binary, and from the extensive observa- 
tional data^ it was also inferred that both of these components 
are bright, and give spectra belonging to Class I. The motion 
of the components is shown by an occasional brief doubling of 
the spectral lines which occurs with fair regularity at intervals of 
fifty-two days, and the displacements of these lines give a maxi- 
mum relative velocity of the two bodies of about lOO miles 
(160 km). According to Pickerings the assumption of a 
strongly eccentric orbit, with a major axis nearly perpendicular 
to the line of sight, agrees well with the observations. Conse- 
quently, only at the time of periastron, once in every 104 days, 
would the components of motion in the line of sight attain a 
sufficient value to allow of the separation of the lines of the 
com])osite spectrum formed by the overlying spectra of the two 
bodies. At apastron, in consequence of the slight orbital 
velocity, the lines would merely appear diffuse or considerably 
broadened. The Cambridge observations, however, show vari- 
ous irregularities to exist, so that up to the present time the 
relations in the system are to be regarded as not yet entirely- 
explained. 

The Potsdam observations of 1889 ^^'^^ 1890 are too few in 
number and too far apart in time to contribute toward the settle- 
ment of the question. Such is far from being the case, however, 
with the very excellent plates of this interesting double star 

' Translated, at the autlior's request, from Si/zungsbe?-ic/ttc der k. Akad. zu Berlin^ 

Session of Mav 2. 

^One hundred and thirteen photographs, eighty evenings of observation. 
'^Monthly Notices, R. A. S, 50, 297. 
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secured in March and April of the present year by Dr. Eberhard 
and Dr. Ludendorff with spectrograph IV of the 33 cm refractor. 
I have undertaken the measurement of these plates myself, and 
make the following preliminary announcements of the results, 
which are in complete contradiction to the previous views as to 
the system. 

It is to be noted of the spectra themselves that they have 
few lines (Class la 2); at the time when the spectral lines of the 
two components nearly coincide, however, several of the strongest 
lines of the Fe spectrum and of a few other elements (as Si) 
in the part of the spectrum investigated (X4120 to X4500) 
appear as delicate lines, in addition to the broad H^ and the 
strong Mg line at X4481 which is always present. Thus on plate 
602, obtained April 27, sixty-five lines are easily recognizable. 
When the spectra are more strongly displaced with reference to 
one another, most of the lines, which then appear double, 
become so weak that the measurement of their separation is 
rendered very difficult. On some plates, in fact, it was found 
possible to measure only the Mg line X4481 ; especially good 
plates admitted of the measurement of some Fe lines as well, 
and, in case of exceptionally wide displacement, of H^ also. It 
is to be noted that the fine lines of the spectra of Class la 2 are 
only obtained when the exposure time is exactly correct, and 
the plate is carefully developed. In general, the measures are 
to be classed as difficult, either on account of the excessive 
fineness or, in case of the Mg and H lines, on account of the too 
great breadth and diffuseness of the lines. 

On several plates the Mg lines appear of unequal breadth, 
and I have endeavored to see whether I could observe a change 
in their behavior after a coincidence' — as I succeeded in doing 
in the case of ^ Aurigae, in which, as is well known, a periodic 
doubling of the spectral lines occurs, but up to the present time 
I have arrived at no accordant results. I do not, however, con- 
sider it as impossible that a larger number of observations would 
give certainty on this point. 

^ Publicationen des Astrophysikalischcn Observatoritifu^ Bd. VII, j). 143. 
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19 

23 

31 

21 

33 

73: 
128 
109 

32 
148 

138 
III 

87 
61 
30 
15 
36 
63 



Measures of the motions of the system in the line of *sight 
have also been secured upon plates in which the lines cannot be 
recognized as double. These, however, are of no great accu- 
racy, since the distances between the individual lines of the star 
spectrum and the corresponding lines of the Fc spectrum exhibit 
greater variations than is to be expected upon plates made with 
this excellent apparatus. The reason for this may lie in the fact 
that with incomplete coincidence of the spectra the components 
of the different pairs of lines do not possess the same differences 
of intensity: thus, if in one of the apparently single lines the com- 
ponent lying toward the red were the stronger, and in another that 
lying toward the violet, a different estimate of the center would 
be formed in the two cases. Finally, in order to be able to draw 
some conclusion as to the ratio of the masses of the two bodies, 
I have tried to see whether a displacement of the centers of the 
pairs of lines in reference to the corresponding lines of the com- 
parison spectrum occurs at the different phases when allowance 
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is made for the motion of the system in the line of sight. The 
material so far secured has, however, proved insufficient for this 
investigation. The observation of the star will be continued 
with a view to detecting relations of this sort, but especially to 
determining the period accurately enough to establish a con- 
nection with the earlier observations. 

The motion of the system according to my measures amounts 
to — 1 6 km per second. 

I have drawn in the figure the curve which agrees best with 
the results of the measures, the period used being 20.6 days. 
The observations of the first period are represented by points ; 
those of the second period carried back to the first by small 
circles ; while the points carried over from the first period to the 
section of the second period included in the drawing are denoted 
by crosses. The following provisional elements have been com- 
puted from the curve by Dr. Eberhard according to the method 
of Lehmann-Filhes/ on the assumption: 7^=20.6 days, A =^ 
I28kin, ^= 156km, A and B being the maximum relative 
intensities in the line of sight. 

7"^ — I go I March 28.60 (Relative motion in line of sight=o) 
T =1901 March 28.88 
w =z ioi?3 
e =0.502 
log /x^ 9.4843 

;x = i7?476 
a sin i= 35 million kilometers 

, 40 

A curve computed from these elements agrees well with that 
drawn directly from the observations. 

\4. A'., 136, 17, KSt)4. 



STANDARD LINES IN THE ARC SPECTRUM OF 

IRON.' 

By H. Kayser. 

The only really reliable method of determining wave-lengths 
is by producing in the spectrum under investigation a number of 
lines whose wave-lengths are accurately known. If we were 
reducing a photograph taken with a concave grating — hence a 
normal spectrum — a linear interpolation between two known 
lines at the end of the portion of spectrum would furnish approxi- 
mate wave-lengths of the unknown lines intervening. But the 
spectrum is neither perfectly normal, nor is the measuring 
apparatus free from errors ; and, moreover, there are errors in 
the standards themselves and in the settings made upon them. 
Hence a much greater accuracy is secured if we have at our dis- 
posal a greater number of standards between the terminal lines. 
The differences are then taken between the known wave-lengths 
of the standards and the wave-lengths computed from the termi- 
nal lines, and a curve is obtained by the method of least scjuares, 
or better graphically, which, instead of a straight line, best fits 
the measurements of the known lines. The measurements of 
the unknown lines are then corrected accordingly. 

It is evidently desirable to have a large number of standards. 

If the spectra are to be produced in the arc, iron lines are 
most convenient as standards, since the carbons contain so much 
iron that a large number of the principal lines will appear of 
themselves, and, if desired, some salt of iron, or the metal itself, 
may be introduced into the arc. 

The basis of all determinations of wave-lengths for a lonc^ 
time to come will doubtless be Rowland's table,' which was 
obtained by the method of coincidences. It also includes manv 
lines of the arc-spectrum of iron, but these are unfortunately not 

^ AnnaUn der Physik- (4), 3, 1900. 
»/V/i7. Mag. (5), 36, 49-75. l«93. 
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sufficient in number in all parts of the spectrum. The table 
gives the following number of such lines per hundred units 
from X 2300 on, in the direction of greater wave-lengths ; 8, 
14. 13. 3. 17. 8, 17, 23, 3, 3, 3, 12, 7, 18, 22, 7, 4. Beyond 
X4000 the number becomes still less, and there are almost 
none beyond X4500. 

Hence there is a pressing need of further measurements of 
the iron spectrum having an accuracy equal to that of Rowland's 
standards. 

In beginning our investigations on the arc -spectra of the 
elements' Professor Runge and I accordingly first determined 
the iron spectrum. As Rowland's table had not then been pub- 
lished we had insufficient auxiliaries ; and as they were our first 
measures, for which we thought we could be content with an 
accuracy of o.i tenth-meter, they did not turn out particularly 
well, and today they are entirely inadequate. Beside this, they 
were based upon a different value for the D lines than that later 
adopted by Rowland. Hence Runge and I later published a 
short list' of new measures on which our subsequent publications 
were based. 

The accuracy of all measurements has meanwhile increased 
very considerably, and a limit of error of only a few thousandths 
of a tenth-meter is well attainable for sharp lines. I therefore 
undertook a new measurement of the iron spectrum for my 
determination of the spectra of the platinum group.^ I have 
now made still another set of measures and I believe I have 
reached the limit of accuracy attainable with Rowland gratings, 
viz., for all lines a mean error of at most 0.003 tenth-meter. 

My measures depend exclusively upon Rowland's standards, 
but in addition to his iron standards those of other elements 
have been employed, Ni, Co, Mn, Ti, Mg, Ca, Sr, Zn, In, Ba, etc., 
being introduced into the iron arc. It was thus possible to 
obtain a sufficient accuracy in those portions, as from X3200 to 

* Sitzun^sherichte der k. Akad. d. Wissenschaft zu Berlin, 1 888. 
^ IhiJ,, iSgo. Also Wied. Ann., 41, 302, 1890. 
^Ibid., 1897. 
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X3500, where Rowland's iron standards are absolutely inade- 
quate. The standards are exclusively from the arc-spectrum, 
however, and never from the solar spectrum, for reasons presently 
to be mentioned. 

It was Rowland's opinion that the error of none of his stand- 
ards would exceed 0.0 1 tenth-meter. I believe, however, that it 
is larger in a very few instances, and such cases will be found 
on comparing my list with Rowland's. On the whole I think my 
values are more accurate than his, since the errors will balance 
each other in the large number of measures. Every wave-length 
in the following table is the mean of from six to fifteen determi- 
nations, on photographs made in different years and with three 
different gratings in different orders. The mean error lies 
between 0.00 1 and 0.003 tenth-meter. 

This work might be thought superfluous, as Rowland has also 
published the wave-lengths of all the iron lines in his list of 
Fraunhofer lines. We must not forget, however, that with the 
accuracy aimed at here the wave-lengths of the solar lines are 
by no means to be regarded as identical with those of the same 
lines in the arc. A glance at Rowland's table shows what 
differences may occur for the two cases, even exceeding 0.2 
tenth-meter. It appears, moreover, from the early observations 
of Lockyer on the varied displacements and distortions of the lines 
of the same element in Sun-spots, and from Jewell's observations, 
as if the different lines of iron, for instance, originated in differ- 
ent layers of the solar atmosphere where different conditions of 
pressure prevail. It is then entirely unpermissible to employ 
the wave-lengths of the solar spectrum for terrestrial spectra. 
For this reason I have not taken any solar lines from Rowland's 
table of standards. 

The region near \ 3400 offers special difficulties. Rowland 
has two standards near X 3306, then follow one at 3389, two at 
3406, one at 3427, and several from 3440 on. In my opinion 
the standards at \ 3389, 3406, and 3427 are all given a value too 
large by 0.02 to 0.03 tenth-meter. My correction curves depend- 
ing on these lines always showed a quite impossible bend at 
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\ 3400, so that I was finally compelled to omit these standards. 
That I hit upon the right thing in so doing is rendered probable 
by the fact that the values I obtained for these lines agree well 
with Rowland*s determinations in the solar spectrum. 

The following table gives a number of iron lines entirely 
sufficient for the purpose of interpolation in the region of spec- 
trum between X2300 and 4500 photographable with ordinary 
plates. Those lines have been chosen which appear most readily 
and at the same time are as sharp as possible, hence the most 
easily reversible lines. The intensities depend upon quite rough 
estimates, and range from i for the faintest to 10 for the strong- 
est lines, r indicates that the line easily shows a self-reversal. 
u that its edges are not sharp. Rowland's standards in the arc- 
spectrum, and in some few cases in the solar spectrum, are added 
for comparison. 

In the later photographs and computations I have been 
assisted by Dr. H. Konen. 
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3617.939 
3618.922 
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OBSERVATIONS OF THE BRIGHTNESS OF NOFA 

PERSE/. 

By George C. Comstock and Joel Stebbins. 

The following comparisons of the brightness of Nova Persei 
with surrounding stars have been made by the method of Arge- 
lander, and in their reduction the magnitudes of the comparison 
stars have been taken from the column heading **H. P." in 
Hagen's First Chart and Catalogue for Observing A^ova Persei, 
An opera glass has been used in making the larger part of the 
comparisons, but a few of the earlier ones were made with the 
naked eye. 

Each observer has made his estimates quite independently 
of the other, but the observations have been continuously com- 
pared one with another, so that there has probably been pro- 
duced in the later observations some tendency toward an 
artificial agreement in the estimates. Each observer has deter- 
mined his light scale, value of one grade, from all of his own 
observations suitable for . that purpose, excluding comparison 
stars where the estimated difference of brightness was less than 
three grades. We find for C, I grade =0.12 magnitude and for 
S, I grade =0.10 magnitude. From an examination of the resid- 
uals furnished by simultaneous comparisons of the Nova with 
different stars, the probable error of a single comparison is found 
to be aproximately o. I magnitude. 

In the following table the Nova is represented by the letter 
N, and, save in the case of Aldebaran, all comparison stars are 
to be supposed to have the word ''Persei'' printed after the letter 
or number by which they are designated. The letters **SS" in 
the last column indicate that the estimate by S was made, not 
in grades, but in fractional parts of the total interval between 
the comparison stars. For example, /c, i, A^, 2, cr . . . . SS, 
means than in respect of brightness iV was one third of the way 
from K to <T. The hour at which the observation was made is 
expressed in Central Standard time, i. ^., six hours slower than 
Greenwich mean time. 
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* Through clouds. 
Washburn Obskrvatory, 
Madison, May 1901. 



ON THE DENSITY OF THE SOLAR NEBULA. 
By Anne S e w e l l Young. 

It would not seem unreasonable to suppose that a possible 
law of density of the original solar nebula might be determined 
from considerations based upon the distribution of the moment 
of momentum of the solar system.* 

In this paper I will outline the method by which a law of 
density has been determined for a nebula such that the distribu- 
tion of its moment of momentum is not inconsistent with that of 
the solar system. The test of the correctness of this law, or 
rather of the hypotheses upon which it depends, will be the com- 
parison between the distribution of mass in the supposed nebula 
and in the present system. The results may have some bearing 
upon the nebular hypothesis, inasmuch as the assumptions made 
do not differ widely from those made in regard to the develop- 
ment of the solar nebula. 

Briefly stated, this was the method of procedure. It was 
assumed that the original solar nebula was spherical in form, 
extending at least to the limits of the orbit of the planet Neptune ; 
also that its mass, if not homogeneous, was arranged in homo- 
geneous concentric layers such that the law of its density might 
be expressed as the sum of a series of i-V \ terms of the form 



a, 



— ' in which the O: are constants to be determined from the 
r' 

investigation, and r is the distance from the center of the nebula. 

This expression for density was substituted in the integral for 

the moment of momentum of a sphere, which could then be 

integrated, its value being expressed in terms of Ui and r. Values 

of r corresponding to the mean distances of the various planets 

were substituted in this expression ; the results were placed equal 

'For this suggestion I am indebted to Dr. F. R. Moulton, of The University of 

Chicago. 
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to the numerical values of the moment of momentum of respec- 
tive systems consisting of the Sun and the planets, exclusive of 
those whose orbits lie beyond the orbit of the one whose dis- 
tance from the Sun was used as the value of r. This gave a set 
of equations which would of necessity be simultaneous if the 
conditions upon which they were based were actual, and whose 
unknowns were the constants, ^,-, of the assumed law of density. 

It was also assumed that the planets were formed from the 
outer limits of the nebula in the order of their distances from the 
Sun; that when the nebula extended to the limits of the orbit of 
any planet, the angular rotational velocity of the entire mass 
was the same as the present angular velocity of the planet ; and 
that the moment of momentum of the system has been constant. 
This last assumption must be true unless the system has been 
acted upon by some external force since the time under consid- 
eration. 

It will be shown first that the nebula could not have been 
homogeneous. 

Let Iw represent the moment of momentum of a sphere of 
radius r, rotating with the angular velocity cd, and let a repre- 
sent the density of the sphere. Then 

Ii^=:^ j I I (Tr^ sin^ <i>d<i>dBiir . (a) . 

•• o •/© ^ o 

If cr is a constant (the condition for homogeneity), 

8 2 

Ita =^ — 7rcr/-5(ii ^r^ - Mr' in , 

15 5 

where i1/ is the whole mass of the system. If we neglect the 
diminution of mass of the original nebula and the consequent 
loss of moment of momentum due to the abandonment of the 
planets in succession, r^co should be a constant. The logarithmic 
values for this product, comj)utcd for the mean distance of each 
planet from the Sun in terms of the Earth's distance, are as 
follows : 

Neptuns 0.732561 Jupiter 0.350505 Venus 9.922976 

Uranus 0.635268 Mars 0.081746 Mercury 9.787242 

Saturn 0.482886 Earth 9.993712 Sun 5-755774 
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A certain part of this variation could be accounted for by the 
separation of the planets from the parent mass. The masses of 
the planets are small as compared with the entire mass, hence 
the mass factor would change but little. That the variations in 
the values of r'o) are entirely out of proportion to the loss of 
moment of momentum occasioned in this way will be made evi- 
dent by reference to the table of orbital momenta given later. 
It will be seen that a very great change would be expected 
between the orbits of Saturn and Mars, because of the great 
orbital momentum oi Jupiter, but that only small changes should 
take place between Mars and the Sun. We find, however, that 
r'o) was reduced to B.ho\xX. two-fifths oi its former value in the 
first case, and to less than one ten-thmisandth in the latter. It is^ 
therefore, evident that the nebula could not have been homo- 
geneous. 

Let us now consider the assumption that the mass was 
arranged in homogeneous concentric layers, the density being a 
function of the radius. Let us suppose that the density may be 
represented by a series of the form 

in which r represents the distance from the center to any given 
point, and a^, ^,, a^, etc., are constants to be determined Any 
one of them may ccjual unity or reduce to zero. In order to 
avoid the difficulties arising from terms which become infinite in 
the expression for the moment of momentum, I limited the series 
to ^\(i terms. Substituting in (/?) the value of cr, which was^ 
therefore, 

wc obtain r r r t 

I<i} =^ — I -aj'^A — a,r*-\ — a^r^ A — rt,r'+a.rl<ii . 
3 Ls 4 3 2 ' ' * J 

In the formation of the ccjuations, the following data were 
used, the unit of time being the mean solar day, the unit of dis- 
tance the mean distance of the Earth from the Sun: 
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Sid. Period I 


Mean Distance 3 


Orbital Momentum » 


Neptune 


60193.2** 


30.05660 


1.806 


Uranus 


30681 


19.18239 


1.323 


Saturn 


10774.9 


9.538786 


5.456 


Jupiter 


4346.5 


5.202776 


13.469 


Mars 


687 


1.523692 


0.00253 


Earth 


365.25 


1 .000000 


0.01720 


Venus 


224.7 


0.723332 


0.01309 


Mercury 


88 


0.387098 


0.00079 


Sun 


25-35 


0.004664 


0.444 



Darwin has shown that the rotational moments of the planets 
are insignificant in comparison with their orbital moments, 3 and 
I have therefore disregarded them entirely. The maximum rota- 
tional moment is that of the planet Jupiter, and is only about 
-g-jyVir ^^ ^h^ orbital moment of momentum of that planet. 

The second members of the equations were determined by 
considering the original total momentum as unity, and deduct- 
ing for each successive equation that fraction of the whole repre- 
sented by the orbital momentum of the planet supposed to have 
been abandoned ; that is, the second member would be unity in 
the equation whose r was the radius of Neptimc's orbit ; in the 
equation for Uranus, the second member would be one diminished 
by the fraction representing the orbital momentum of Neptune, 
etc. 

In this way the following set of equations was formed : ^ 



j 29341.620^0 
^'^ ( +2.701498^3 



+ 1220.2680^1 +54.13189^2 
+ 0.1797608^24 — 0.1 1 93663 



( 6095.0 19^70 
^^ '{ +2.158780^3 


+ 397.1767^^1 

+ 0.2250794^4 


+ 27.60704.^2 
= 0.1097987 


, . \ 527-69680.^0 
^^^ \ + 1.520006^3 


+ 69.15147^'! 
+ 0.318700.74 


+ 9.666016.^2 
= 0.1027897 


(.\ 3 63.i4962rz„ 

^^^ { + I.I 2 I 000.^3 


+ I5.I72IO.7, 

+ o.4309237'''4 


+ 3.888206.70 
^ 0.0738853 . 


' C. A. Young, General Astronomy, Art. 489. 




»G. H. 'D\K\\ IS, Philosophical Transactions of the 
pp. 516, 517. 


Royal Society, Part II. 1881, 


3 Ibid., p. 523. 







*ln these equations both members have been divided by- 
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\ 0.8607198^0 + 0.7061136^1 + 0.61 78970^2 

^' ( +0.6082893^3 + 0.7984413^4 = 0.0025303 

((i\ \ 0.1971253^0 + 0.2464056^1 + 0.3285420^2 

^ ' \ +0.4928132^3 + o.9847I89^l4 = 0.0025168 . 

( 0.0634480^0 + 0.1096454^1 + 0.2021116^2 

'^ \ +0.4191262^3 + 1.1588760^4 = 0.0024257 

j 0.0071114^0 + 0.0229638^1 + 0.0790973^2 

\ +0.3065009^3 + 1.5835830^4 = 0.0023564 

( o.ooooooo^o + 0.00000002^1+ 0.00000048^2 

^^^ ( +0.00015444^3+ 0.0662310^4 = 0.0023522 

I first attempted to effect a solution by using the four equa- 
tions derived by combining (i) and (2), (3) and (4), etc., 
together with the solar equation. The values of a^, a ^, a^, etc., 
determmed in this way failed to satisfy any of the original equa- 
tions of the planets, a large negative residual in equation ( i ) 
being balanced by an equal positive residual in equation (2); 
the same result was found for the other three pairs. 

It could hardly be expected that the solar equation would be 

found consistent with the others, as the present condition of the 

Sun must be entirely unlike what it was when it extended even 

to the limits of Mercury s orbit. It was decided, therefore, to 

confine the solution to the first five equations, formed from the 

five planets which lie beyond the orbit of the Earth. There is 

no evident reason why the distribution of mass should change 

radically between the limits of the orbits of Mars and Neptune, 

and, because of the rarit}^ of the gases and the slow rotation of 

the entire mass, the assumption of sphericity of form would not 

be a violent one. The results obtained gave the following 

expression for the density of the solar nebula: 

0.00019634 0.002S714 . 0.10607164 o.o7«;48«;q 
a = 0.00000767 1 ~ ^^ 

These values of a^, ^, , (7,, ecc, satisfied the five equations 
in every case to the sixth decimal place, and in all but one to 
the seventh ; but they failed entirely to satisfy the conditions 
expressed by the ccjuations for the Earth, Ve?ius, Mercury and Sun. 

Having found a law of density consistent with the moment 
of momentum of the su[)crior planets, the next step was the 
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computation of the amount of material within a spherical shell 
contained between the limits of the orbits of Mars and Saturn. 
This mass should be at least equal to the mass of the planet 
Jupiter, as it is altogether improbable that the nebula should 
have expanded instead of contracted during the process of devel- 
opment. This was done by computing the value of the integral 

/^r {Saturn) / a a a a\ 

M=,. L+J + 1: + 1; + ?.U 

Jr (Mars) \ r T T T f 

It was found that the entire mass lying between these limits 
would be only about one fifth of the Earth's mass, whereas the 
mass of Jupiter is more than three hundred times that of the 
Earth. These results show that the assumed law of density is 
an impossible one, and yet the method of attack seems legiti- 
mate. Because of the great discrepancies in the figures, it would 
seem that the law of density cannot be represented by a series 
of this general type such that the distribution of both the 
moment of momentum and the mass of the nebula will be satis- 
fied. While one should not attach great importance to con- 
clusions based upon such a large number of assumptions, several 
of which may be incorrect, from the preceding discussion it 
seems probable that the density of the solar nebula was irregular. 

I may add that in an earlier attempt to find an expression 
for density which should be consistent with all nine equations, I 
assumed the form 

" +-gi-+ ^- + ^^ + 



(i + rf ' 1 + /- ' (i + rf ' (i + ^r 
using nine terms of the series. This particular form removes all 
difficulty arising from terms which become infinity in the expres- 
sion for the moment of momentum when r is zero. The equations 
were formed and solved, but I do not consider the results of much 
value, because, as has been suggested, the solar c(]uation prob- 
ably could not be consistent with the others. The mass tests in 
this case also show that, with such a distribution of mass, the 
formation of a planet like Jupiter would have been impossible. 

Mt. Holyokk Collegk, 
March 1 901. 



Reviews 

Ueber die Ursache der Nordlichter, Svante Arrhenius. Ofversigt 
af Ko?ngl. Vetafiskaps-Akademiens Forhandlijigar, igoo. Pp. 
545-580. Reprinted in the Physikalische Zeitschrift, Nov. 10 
and 17, 1900. 

The manner in which two domains of science, apparently unre- 
lated, are sometimes united and simplified by a keen observation is 
beautifully illustrated in the paper whose title has just been given. 
The brilliant Swedish chemist, S. Arrhenius, here applies Maxwell's 
electromagnetic theory to the explanation of solar repulsion on comets 
and to the explanation of the Aurora Borealis. Following is an 
abstract of the highly plausible result which he obtains : 

Solar repulsion of the tails of comets, and the apparent ejection of 
matter from the Sun to form the corona and solar projections, have 
long puzzled scientists as seeming exceptions to the law of gravitation. 
Many theories in explanation of these phenomena have been proposed, 
electrical repulsion being perhaps the one most generally given. 

Kepler* attempted the first explanation, basing his hypothesis on 
the emission theory of light, supposing that the matter might be 
repelled by the impact of the corpuscles. Newton accounted for the 
phenomena by supposing such a difference in the density of the sur- 
rounding medium as causes the ascension of hot air and smoke. 

Euler' in the i8th century held that light waves, which he sup- 
posed to consist of longitudinal vibrations in the ether, were competent 
to produce repulsion. This view was so severely criticised that it 
was soon abandoned. Nevertheless, if Maxwell's electro-magnetic 
theory of light be accepted, it appears that Euler was, in the main, 
right. MaxwelP proves that in a medium in which electro-magnetic 
or light waves are propagated, a pressure is produced in the direction 
of propagation which, at any point, is numerically equal to the total 
energy per unit volume. 

* Kki'LER, Principia Mathematical I, III, Prop. 41. 

= EcLKR, Mimoircs dc V AcaJemie de Berlin^ 1746, 2, I2I, 135. 

3Max\veli., Electricity and Magnetism^ 1873. Art. 792. 
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The amount of solar energy per square centimeter per second at 
the distance of the Earth is about 0.0417 calories; or 1775 (42600 X 
.0417=1775) gram-centimeters per second per square centimeter. 
Since the velocity of the Sun*s radiations is about 3X 10" centimeters 
per second, the amount of solar energy per cubic centimeter = i775-f- 
3X io"^=592X io"'° gram-centimeters. This pressure acts only on 
the side of bodies toward the Sun, hence bodies are urged away from 
the Sun in the direction of the beam of light. Though the repulsion 
produced by the Sun*s rays in the vicinity of the Earth is too small to 
be detected, near the Sun it is vastly greater. The average distance 
of the Earth from the Sun is about 215.7 times the Sun's radius; at the 
surface of the Sun the repulsion will then be (2 15.7)^ X 592 X 10""=^ 
2.75 X 10"^ grams per square centimeter. The weight of a body at the 
Sun is 27.47 times that at the Earth. Then a cubical body, 1 centi- 
meter on an edge, of unit density, suspended so that its lower surface 
were perpendicular to the Sun's rays, would lose about one ten-thous- 
andth part of its weight. If the body were more or less transparent, 
a deduction would have to be made for the light transmitted ; but if 
the body were a perfect reflector the effect would be doubled, so per- 
haps computations based on the assumption that all the radiations are 
absorbed will be near the truth. 

If now a cube of the same density 10'^ centimeters in diameter were 
taken, its weight would be 10" and its area 10"^ times that of the first; 
such a body would lose all its weight when subjected to the Sun's 
radiations. According to Bredichin^ the matter coiDposing the tails 
of comets is, at perihelion, repelled from the Sun with a force 1.5 to 
18.5 times its weight. Assuming that the tails of comets are composed 
of gaseous hydrocarbons whose density could hardly exceed 0.8, the 
computed diameter of the particles to be thus repelled would lie 
between o. I /u, and 1.25/x. Such particles would be much larger than 
simple molecules. Micro-organisms of a diameter not greater than 
0.3/ui have been observed. When it is considered that these organisms 
are composed of many complicated organic molecules, it is evident 
that inorganic particles may be vastly smaller. Indeed liquid films 
have been produced as thin as 5/A/x (o. 005/1). Particles of this diame- 
ter would be 20 times smaller than is necessarv to account for the 
maximum observed comctary repulsion. 

* BredichiN, Revision dcs vaUurs niimeriques de la force repulsive. Leipsic, Voss, 
1885. 
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As a comet approaches the Sun there is developed on the side 
toward the Sun an extension of the coma. This is accounted for by 
supposing that the head of the comet is composed of solid or liquid 
hydrocarbons of relatively high boiling point, which are vaporized 
under the intense heat of the Sun; while the particles are compara- 
tively large they fall toward the Sun, but with their further dissipation 
they will be repelled and form a part of the tail. If the nucleus is 
heterogeneous, particles of many sizes may be formed, which, by their 
varying degrees of repulsion, may give rise to several distinct tails, as 
in the comet of 1744. 

The apparent force of repulsion of the tail is not always propor- 
tional to the inverse square of its distance from the Sun. This is 
easily accounted for on the supposition that the size of the particles, 
and hence their force of repulsion, varies with the distance. It has 
been observed that comets are more numerous and brighter in years 
when Sun-spots are plentiful. Measurements made by Sav^lieff' in 
the summers of 1890, 1891, and 1892 when the number of Sun-spots 
were in the ratios of 7, 47, and 86, gave for the solar energy values of 
29.8, 34.2, and 36 calories per square centimeter per hour. Thus Sun- 
spots accompany intense solar radiation ; this means increased repul- 
sion and the carrying away of a large amount of "cosmic dust," into 
colder space where the particles may aggregate till they again fall 
toward the Sun in the form of comets. 

A particle having half the critical diameter, and projected from the 
surface of the Sun, would, in traveling a distance equal to the Sun's 
radius, acquire a velocity of 430 km per second. Such a particle would 
traverse a distance equal to the Sun's diameter in less than an hour. 
A particle with ^^g the critical diameter would travel that distance in 
four minutes. This "cosmic dust '* thus shot off from the Sun may 
account for many of the phenomena of the solar corona, and the 
zodiacal light. 

That these particles thus ejected from the Sun would be strongly 
electrified is almost certain, when we consider the violent electrical dis- 
turbances which always accompany volcanic eruptions. Cathode and 
Roentgen rays would be developed if the electrification were suffi- 
cientlv intense, by which the surrounding gases would be ionized. 
The nei^ative ions, as has been shown by Wilson,' would form centers 

'Savki.iki F, Compti's K€udus, n8, 62, 1894. 
^Wilson, /'///■/. Ma'^,, 193, 289-30S, 1899. 
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of condensation for the "cosmic dust" and consequently the particles 
finally leaving the neighborhood of the Sun, would be negatively 
charged, while the positive ions would remain behind. The side of 
the Earth turned toward the Sun would receive a constant stream of 
these negatively charged particles, which would, for the most part, 
remain in the upper strata of the air. Particles of a diameter of i ft 
would probably remain as high as 200 km. The atmosphere would be 
most strongly charged in the direct line between the Earth and the 
Sun, and in this region cathode rays might be developed. Under the 
action of the ultra-violet light, which would render the air conducting, 
the charges would be gradually conducted toward the less illuminated 
regions to the north and south. The normal circulation of the air 
would also work toward the same end. 

Dr. Paulsen' found such a remarkable agreement in essential char- 
acteristics between the Aurora Borealis and the cathode rays that he 
declared the first to be a special form of the second. The great 
obstacle to the acceptance of his conclusions has been the difficulty of 
imagining any way in which the cathode rays could be produced ; a 
difficulty which the present theory aims to overcome. 

Since cathode rays tend to follow the lines of force in a magnetic 
field, the rays will, near the equator, where the lines of force are parallel 
to the Earth's surface, remain in the upper air, never penetrating deep 
enough to produce any visible illumination. Still aurora lines are 
found even in equatorial regions in the diffused light after sunset. 
The nearer the poles the greater the angle which the lines of force 
make with the Earth's surface, and the deeper the cathode rays will 
penetrate, till they reach strata sufficiently dense to produce a very 
considerable illumination, thus causing the aurora. 

Practically all the known facts concerning the aurora harmonize 
with the theory that the light is produced by cathode rays which 
arise from negatively electrified particles repelled from the Sun. The 
remarkable identity of the 1 1 -year periods of the aurora and Sun-spots ; 
the annual, monthly, and daily variations in the number and intensity 
of the aurora following closely the variations in the position of the Sun 
and the intensity of its light may all be much more satisfactorily 
explained by this theory than perhaps by any other. 

A. W. Augur. 

* Paulsen, "Sur la nature et Torigine de I'aurore boreale." Bull. d. T Ac. Roy. 
d, Sc. de Copenhague^ 1 894. 
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